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Burndy is a multi-national corporation with one of the world’s broadest lines of electrical and electronic con- 
nectors. In the forefront of connector technology since 1924, Burndy maintains a continuing research and 
development program designed to meet the interconnect requirements so essential to today’s sophisticated 
electronic industry. As a result of this effort, it supplies thousands of different products for use in such 
industries as computers, business equipment, calculators, consumer goods and appliances, as well as in 


commercial and military aircraft. 


Burndy's leadership in the field of electronic connectors is evidenced by the many “firsts” developed т antici- 


INDEX 
C. CONTACTS 
edidi p 34 Т МЕКЕН Е __ р 11,18 
... p 32, 33 POMEO, ГОМЕГ „љиљани нек כ‎ 1 
PEN p 34 Machined, Power ............................ р 9, Жа 
Twisted Pall .....:.. «оь Те כ‎ 1 
Unshielded to Shielded ............................ כ‎ 1 
D. SOCKETS 
ve p 12-15 CAA N D p 25, 26 
.... P 16-18 (СООК... соон EE р 25, 26 
Е. 5 
.... p 22-24 ШМИДТ D р 31 
зз hs p7 Quick 15600605 RERO 
1 Е. TERMINALS 
ו‎ p 19 NEMA Tab ....................--.«- И 
Nylon Insulated .............: 509298 p 28, 29 
Omnsulabed „е... о И р 30, 31 
p 6, 12, 16 Vinyl Insulated ......................--- 2 р2 
T p5 G. TOOLS 
—Á p 1-5 Cable Tie ו‎ 
Te p 7 ויו‎ кәе ее А 
BURNDY DESIGNATIONS 
Ол, р14 0009 
Т рб ЫИС саев НАИ р 28, 29 
slips tu p 7 00000 
өөө р 2. SELFMOUNT ו‎ rocas bo Я 
Taste 530 co Еа 
ה ור ה וע‎ p 32 
tint p 32 ЧЇЧҮҤМК нь оо ООО 
EA p 1 му... 


pation of industry needs: 


e FIRST BASE-METAL CONTACT SYSTEM THAT OFFERS THE RELIABILITY OF GOLD. 


FUSES. 


e FIRST HIGH-RELIABILITY AIRCRAFT 


• FIRST CRIMP-STYLE COAXIAL CABLE CONNECTOR. 


CONNECTOR FOR LIQUID CRYSTAL DISPLAYS. 


• FIRST CRIMP-STYLE REMOVABLE CONTACT FOR MULTIPLE CONTACT CONNECTORS. 
• FIRST UMBILICAL CONNECTOR SUITABLE FOR AIRBORNE MISSILE APPLICATIONS. 


FIRST SEPARABLE MULTI-CONTACT 


e FIRST MULTI-CONTACT, HIGH-PRESSURE CONNECTOR FOR LEADLESS 


INTEGRATED CIRCUIT PACKAGES. 


A. CABLE TIES/CLAMPS 


и Ee ыққан 


pl T ИНАНУ PSP EPOR‏ בכ ו ו 
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Environmental, Miniature 
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Board-to-Board, Solder .................... 
Boardmount QIKMATE ................... 
Eggs Board, Crimp .......... 2 cerne 
Edge Board, Solderless Wrap ........... 
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conductors, contact platings, and terminating options 
—make up the TRIM TRIO contact system. All are 
built to the same design parameters and can be 
intermixed in any one of the many Burndy TRIM 
TRIO housing available. 


And no matter how many different combinations you 
use, you still get all the advantages of standardiza- 
tion. Faster, more economical assembly. Reduced 
inventory. Uniform quality control procedures. Uni- 
versal tooling. Simplified operator training. 


Hard Body Rectangular 


TRIM TRIO 





Choice — and economy — are the keynotes of Burndy's 
TRIM TRIO interconnect system. No other system 
offers you so many design options and possibilities. 
A wide variety of different housings to choose from 
including cylindrical, rectangular, modular and gen- 
eral purpose types as well as PC connectors and rack 


and panel types. 


AND ONE CONTACT SYSTEM SERVES THEM ALL. 


Precision formed. Machined. Subminiature coax. 
These three basic types — with variations for different 
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S BURNDY Hard Body Rectangular Connectors TRIM TRIO 


See p 9 for contact data 





14-75 Place Blocks: These blocks are made of glass-filled Performance Characteristics 

phenolic or diallyl. The hardware is pre-assembled to the Operating Temperature | —55°C to +125°C 

blocks, eliminating assembly time and the possibility of таган резом ME Zn о жана 

: : ° ° - | е5 отепиа in. гаи , 

missing parts. Hoods are of a апче design which permits Contact Retention т Рапе! (тт.) 25 165. (machined contacts) 

contacts to be inserted or extracted without dismantling 15 Ibs. (formed contacts) after 10 

hoods. An illustrated ordering guide gives the catalog numbers insertions and withdrawals 

for pre-assembled block configurations. Shock Per MIL-STD-202, method 207 
vpn Ж goss Nog phenolic per MIL-M-14F, 

1 . - ocks ype 

104 and 152 Place Blocks: The 104 place block is molded of ERA EE Diallyl Phthalate per MIL-M-19833 

diallyl; the 152 of glass-filled phenolic. Both have a center 

: к : а - 5 וא-58 א‎ Glass-filled phenolic per MIL-M-14F 

Jackscrew for easy connection and disconnection while main- type MFH with a tin nickel finish. 

taining positive engagement. Guide Pins and Sockets Without accessories — Brass ASTM 

B1.6. With accessories — Stainless 
MSB-M is a commoning block for subminiature coaxial con- ( Steel #303 
tacts. Keyed Jacks and Rotating Jacks Stainless Steel #303 


14 to 75 Position Blocks Type М5-М, MSD-M, MSB-M 
Block Size Panel Cutouts pe R 


АП 3 block families have the same face dimen- АП 3 block families have the same cutout dimen- 
sions. The side dimensions shown are the 
same for any block family regardless of the 
number of contact positions. 


Block With Guide 
Family Pin & Socket 


MS-M 1.13 1.10 
MSD-M 1.13 1.10 
MSB-M 1.13 1.10 








sions for blocks with the same number of contact 
positions. Alternate methods of mounting, slot or 
hole, are indicated in the table. 


pe [p p mensions in аш 
Pe [oir 




















No. of 
Posi- 
tions 
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Fig. 1 Fig. 2 








+ 
.130 Dia. Holes = 7 





thickness ךר‎ - 4-40 Thread _, 
.188 Мах | dois us ) / 


mounting 





Plug and Receptacle 
Block Face Dimensions 
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© "> 
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14 positions 20 positions 26 positions ———— 
50 positions 75 positions 


No. of Dimensions in Inches 
МАШЫ И. ЖФ Р.Ю 
.46 .79 


The number of contact positions must be 
used to complete the catalog numbers in the 
Ordering Chart. 
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TRIM TRIO Hard Body Rectangular = BURNDY 


See p 9 for contact data 





14 to 75 Position Blocks (Cont'd) 


Ordering Information 


*A complete order number consists of four parts as shown below: The example at left orders a glass-filled phenolic block plug with 14 
МЕ = 14 = PM =. 120 contact positions, a clamshell hood, апа guide pin/socket orientation. 
: Any plug configuration listed in the tables can be ordered as a recep- 
Block Family fous wile Style tacle by specifying RM not PM. See page 9 for contact ordering data. 
ЈЕ For other combinations consult factory. 
m PM = Plug 
No. of Contact Positions RM — Y 
(14, 20, 26, 34, 42, 50 or 75) — Receptacle 









Receptacle/Plugs — Guide Pin, Socket 





Catalog Митђег“ 
NEA GMT ИШИ. у... т] 
Block Receptacle Clamshell Suitcase Cable 
Family (Suffix) Hood Hood Clamp 
MS—* 
MSD—* 
Plug, Clamshell Hood Plug, Cable Clamp 


Receptacle/Plugs — Guide Pin, Socket, Quick Disconnect 
Plugs (Suffix) 


Block Receptacle Clamshell Suitcase 
Family (Suffix) Hood Hood 
MS—* PM120L 
MSD—* 

MSB—* 





Receptacle 












Catalog Number* 























PM269L 
PM269L 
PM269L 









PM820L 
PM120L PM820L 
PM120L PM820L 


Plug, Clamshell Hood 


Plug, Cable Clamp -. 





Plug, m oS 4 Catalog Number* 
Clamshell Hood => ובש‎ 
| | Block Receptacle 
М | | | Family (Suffix) 


"г — MS—* PM120S9 PM820S9 PM269S9 
ub MM Plug, Cable Clamp MSD—* РМ12059 РМ820$9 РМ269$9 
CA MSB—* PM120S9 РМ82059 РМ26959 


Plug, Suitcase Hood 








Receptacle/Plugs — Jack Screws 








Catalog Number* 
Plugs (Suffix) c 

Block Receptacle Clamshell Suitcase Cable Plug. Р! 
Family (Suffix) Hood Hood Clamp ug, Plain Plug, Suitcase Hood 
MS—* RM58 PM57 ' 
MSD—* RM58 PM57 

RM58 PM57 — |" 

Plug, Clamshell Hood Plug, Cable Clamp 


Catalog Number* 


EM ,% 1 | Жа Plug, 
~ || = k Cable Clamp Plugs (Suffix) 

gl = - Block Receptacle Clamshell Suitcase Cable 
— f. Family (Suffix) Hood Hood Clamp 


Plug, 


MS—* RM58S9 РМ12459 РМ82459 РМ11859 
MSD—* RM58S9 PM124S9 РМ82459 РМ11859 
MSB—* RM58S9 PM124S9 РМ82459 РМ11859 





Receptacle pm 
Plug, Suitcase Hood РЕ 
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TRIM TRIO 


See p 9 for contact data 


Body Rectangular 


S BURNDY 





143 Dia. 4 holes 




















19 В. typ. 


cutout dimensions 


A combination hood and cable clamp assem- 
bly has been designed for the MSD104PM-410 
and MSD104PM-494 connectors. Unlike the 


accessories, this one is not pre-assem- 


be ordered separately. 








bled by Burndy to the connector panel but 





290 Мах. =) ЈЕ = ד‎ 2% Max 


₪ 















Guide Guide 
pin socket | 


Jackscrew 








|| | 
| 
ד ו jackscrew‏ 


insert Receptacle | 





Jackscrew 


Over-All Length 
(See Table) 





MSD104RM— 
(Receptacle) 
Catalog No. 


MSD104RM-402 
MSD104RM-402 
MDS104RM-416 
MSD104RM-489 
MSD104RM-489 
MSD104RM-489 











other 


must 











.156 Нех, Socket 





Overall Length 














of Winged 
Jackscrew 


4.520 max. 


3,020 max. 
3.520 max. 
4.520 max. 





0 288 
Е 
| 6-0 










Orientation Type of 
of Guide Pins Jackscrew 


104 Position Block 
Type MSD104-M 


This connector enables the user to ac- 
commodate 104 contacts in a single 
unit. These contacts may be any com- 
bination of subminiature coaxial con- 
tacts and #16 machined and formed 
contacts. 


The plugs and receptacles are molded 
of diallyl phthalate per MIL-M-14, type 
SDG. The jackscrews and related hard- 
ware are machined of non-magnetic, 
passivated stainless steel. The molded 
in mounting ferrules in both the plug 
and receptacle are brass, cadmium 
plated. 


Ordering Chart for MSD104-M 


MSD104PM— 
(Plug 






















Catalog No. 
MSD104PM-401 Hex-Socket 
MSD104PM-410 Winged 
MSD104PM-415 Hex-Socket 
MSD104PM-487 Winged 
MSD104PM-488 Winged 


MSD104PM-494 Winged 





cutout dimensions 





иа בש‎ T 
ех 


.18 R. typ. 


42 = 


= — е .2 





Interfacial 
Seal 





12-24 
Dbi. Lead 
Thread 
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4.41 


152 Position Block 


Type MB152-4 


This connector enables the user to ac- 
commodate 152 contacts in a single 
unit. The plug or receptacle will accept 
any combination of machined, formed 
sockets, or subminiature coaxial contact 
assemblies. 


Plugs and receptacles are molded of 
glass-filled phenolic. Jack screw hard- 
ware and guide pins/sockets are ma- 
chined of passivated stainless steel. 
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Body Rectangular 


TRIM TRIO 


See p 9 for contact data 













©00000000000000060 
D000 
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Receptacle PD57F-1 









5-INSERT FRAME 


PD5H for five inserts mounts with four 
no. 8 screws on 5.19” x 3.24” centers. Panel 
cutout dimensions are 4.36" x 2.75". 


MLB6M-3F29 


הויו 


שש 


מא 


e 


=== 





MLB3M-3F29 
















3-INSERT FRAME 


PD3H-1P8 for three inserts mounts with four 
no. 8 screws on 5.19” x 2.17” centers. Panel 
cutout dimensions are 4.36” x 1.68". 


„6 


13 74 


МІ.В2М-4Ғ29 


PD57 Modular Connector 


The PD57 combines the convenience 
and flexibility of the modular concept 
with the reliability and ease of crimp- 
type snap-locked contacts. The PD mod- 
ular line consists of glass-filled phenolic 
molded inserts in a high impact strength, 
die-cast anodized aluminum frame. All 
frames accept inserts from either front 
or rear of the mounting panel. 


Frames for Modular Connector 
Type PD 


Die-cast anodized aluminum alloy frames 
allow receptacles to be inserted from 
either front or rear of mounting panel. 
Locking plungers hold each receptacle 
insert in place, and permit its ready 
removal. Design has withstood tests for 
high impact shock up to 2000 foot Ibs. 
(detail in circle shows spring loaded 
locking plunger in place). Frames are 
available for 3 or 5 inserts. 


Commoning Buss 


Material 


Buss: Copper ASTM152 
Pin: Phosphor Bronze 


Installation is done by crimping wires in 
sockets, inserting sockets into panel, 
and inserting buss into sockets which 
require commoning. 
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S BURNDY Cylindrical (BANTAM) TRIM TRIO 


See p 9 for contact data 





Trim Trio Round connectors are available 
in a full range of sizes, styles and termi- 
nation to fit every application. Sizes 
range from 4 to 48 contact positions. 
9 shell styles are available with 4 termi- 
nations including general duty, strain 


i i o жж ER EC 

relief, potting boot and 90? elbow. олар y ber 
r 

Performance Characteristics mounting (similar to 0) 


Operating Temperature: —55°C to 
1125? 


Insulation Resistance: 5000 megohms 


Test Potential — Dielectric Withstand- 
: ing Voltage: 2000 МАС, 60 Hz for 1 ` 
minute Jam nut rear 
mounting rece cie 
Contact Retention: 25 Ibs. (machined); шагылу Беја а 
15 Ibs. (formed) 


Corrosion Salt Spray per MIL-STD-202, 


method 101 
Vibration Resistance: per MIL-STD-202, 
method 204 
Shock: per MIL-STD-202, method 207 Large flange box mountin Jam nut rear 
ж receptacle for back pane Box mounting mounting receptacle 
Durability: 500 Cycles mounting (similar to 2) flange receptacle without accessory back 





Note 1. Shell style numbers in parenthesis 
reference the equivalent configurations per 
MIL-C-26482. 


How to Order (Note 1) 


TRIM-TRIO BANTAM 
SHELL STYLE 




































Wall Mounting flange 0 (М53120) 
receptacle 

Cable connecting receptacle 1 (М53121) 

Box mounting flange 2 (MS3122) 
receptacle 

Straight plug 6 (М53126) 

Jam nut rear mounting 4 (MS3124) 

receptacle 


Jam nut rear mounting recep- 3 
tacle without accessory back 

Box mounting large flange 7 (М53127) 
receptacle for rear panel 
mounting 

Wall mounting large flange 8 (М53128) 
receptacle for rear panel 
mounting 

Straight Plug-Grounding 9 


Termination Class 

Adaptor for use with conduit 
and/ or MS3057 cable clamp 

No termination 

Wire strain relief clamp 

90° elbow with strain relief 
clamp 

Jacketed cable 

Jacketed cable-strain relief JF 

Potting boot P 


Shell size 

Insert arrangement 
Contact (pin or socket) 
Insert polarization 
Finish 


ץ 


ALTERNATE KEYWAY POSITIONS 


{| Typical mating face of pin insert shown. 

‘(Socket insert opposite). “М” Normal 
position 0°. Polarization letters shown 
master key position with respect to con- 
tact hole identification characters. 


Unless otherwise specified, “М” keyway 
is standard position on all keyways. 
Angles given are counter clockwise from 
“N” position (socket insert opposite). 















== חי"‎ СО > 


Catalog No. 


G10-4 P/S 

G12-88 P/S 
G14-92 P/S 
G16-19 P/S 
G18-22 P/S 
G20-30 P/S 
G22-38 P/S 


G24-48 P/S 
* FINISH 
H — Cadmium plate with olive drab chromate conversion coating as specified in MIL-C-26482 
H* Е — Cadmium plate with clear chromate conversion coating 
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= BURNDY 


TRIM TRIO 


QIKMATE Selfmount/Boardmount 


See p 9 for contact data 





Selfmount Connector 


Available in 6, 12, 24 and 36 contact 
positions. Receptacles snap-lock into 
panel cutouts and plugs quick-connect 
and quick-disconnect with positive re- 
tention locks. Plugs also feature pin- 
protection skirts and positive polariza- 
tion. Qikmate plugs are available with 
accessory strain-relief hoods. See below. 
Receptacles always have socket contacts. 








Boardmount Connector 


Receptacle block contacts penetrate 
through PC board for wave or dip solder- 
ing. Receptacle block mounting flanges 
are available to mechanically fasten 
them to PC board. Plug connectors are 
standard Qikmate type. Qikmate Board- 
mount connectors feature positive, quick 
connect/quick disconnect latches and 
error free polarization. Housings are sup- 
plied pre-assembled with either pin or 
socket contacts. Available with 6, 12, 24, 
or 36 contact positions. 





Wire 


.090-.325 
.120-.400 
.180-.500 


.275-.625 





Position} No 


QIKMATE Strain Relief Hoods 


Qikmate 
Contact| Cata 








D27 
Color Contact Plating 
(See Chart) (See Table) 


Black 

Natural (White) 
Blue 

Green 

Red 

Yellow 


Contacts (Boardmount Only) 


3 = Socket Contacts 
4 = Pin Contacts 


Color Table 


Ordering Information — Selfmount/Boardmount 


SMS 


Qikmate Rectangular Connector Receptacle 


R-1 — Selfmount 

R — Boardmount 
Without Flange 

RE — Boardmount 
With Flange 

Plug 

— Plug 


Contact Positions 
6, 12, 24, or 36 


Contact Plating Table 


„000005 Min. Gold Over .00020 Min. Silver 
.000030 Min. Gold Over .00020 Min. Silver 


„000030 Min. Gold Over .000075 Min. Nickel 
Tin Plated 


Q 
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=> BURNDY QIKMATE Selfmount/Boardmount TRIM TRIO 


6, 12, 24 and 36 Positions See p9 for contact data 


Boardmount Receptacles Selfmount Receptacles 


.030 
Typ 











+ 








ОО ОССО 
ОООООО 

















SMS24P-1 











000 000000 
ООО ОООО Оа 











0О00000000 | 
SMS36RE-3 Note 1 SMS36R-1 SMS36P-1 


Mounting Information — Selfmount 
MAXIMUM PANEL THICKNESS 


WITH SHROUD .062 MAX. 
WITHOUT SHROUD .090 


у T" 





Panel Cutout Dimensions 
Receptacle Catalog No. 
Connector Dim. A; Dim. В 

SMS6R-1 
SMS12R-1 


SMS24R-1 
SMS36R-1 






Note 1: Boardmount Mounting Information 
Boardmount receptacles can be supplied without 
mounting ears and with pin contacts. Contact 
factory for PC board hole pattern and other 
mounting dimensions. 







CABLE SPLICE QUICK DISCONNECT 


Accommodates Trim Trio Contacts 





One subminiature coaxial contact or 
One no. 16 machined or formed contact 





RSCDEX-2 Plug E RSMDEX-1 Receptacles 

Closing with a positive snap this quick disconnect cable splice Used in conjunction with the MS-M, MSD-M, and MSB-M 
locks until intentionally separated. At that time a separating rectangular connectors and their contacts, this Trim Trio quick 
force of between three and eleven pounds is all that is needed. disconnect splice offers the user unlimited wiring versatility. 
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S BURNDY 


Contacts 


TRIM TRIO 





See pgs 2-8 for connector bodies 


One Contact System Serves the Entire Trim Trio Family 


Choose from any of the full line of Trim Trio 
contacts: 


• Machined power contacts 

• Strip-formed power contacts (gold or tin- 
plated) 

* Strip-formed one-piece contacts (tin-plated) 

* Submin coax or twisted pair contacts (one- 
piece or multi-piece) 


Any Trim Trio contact can be used in any con- 
tact position in any Trim Trio rectangular, Qik- 
mate or cylindrical connector. 








closed entry to prevent probe damage. Barrels on both con- 
tacts have insulation grips for vibration support. They also 
have a cable stop and inspection hole. Contacts are furnished 


No. 16 Machined Contacts, .0625 Diameter 


Pins and sockets are made of high conductivity copper alloy. 
Springs on both contacts are made of spring-temper, heat- 
treated, nickel-plated beryllium copper. The socket spring 


supplies high contact pressure to ensure low resistance con- 
tact between pin and socket. The socket contact features 


gold plated. See Fig. 7 for socket with solderless wrap post. 


Cable 
Insulation Y8ND 
Die Set DieSet Stop 


Wire Size 
т Cat. Мо. Cat. №. Bushing 


and Type 


28(7) Str. per MIL-W-16878 
Type B or 30 solid per 
MIL-W-76 Type L.W. 


26 per MIL-W-16878 or 24 
per ет” i ra or 


22 per MIL-W-16878 or 
MIL-W-5086 or 20 per 
MIL-W-16878 


22-20 per MIL-W-16878, 
MIL-W-76 or MIL-W-5086 


20-16 per MIL-W-16878 
MIL-W-76 or MIL-W-5086 


.116 | N24RT-10| 5-10 0 p D11 
.101 | N16RT-21| 53-1 SL-39 dile D11 


28(7) Str. per MIL-W-16878 
Type B or 30 solid per 
MIL-W-76 Type L.W. 


26 per MIL-W-16878 or 24 
per MIL-W-16878 or 
MIL-W-76 
er M AC 16878 or 
L-W-5 or 20 per 

MIL Ма 16878 


N20RT-30 5-10 51-40 |RX16-D11 
.101 | М16КТ-21 53-1 51-39 |КХ16-011 


.062 22-20 per MIL-W-16878, 
MIL-W-76 or MIL-W-5086 
20-16 per MIL-W-16878 
MIL-W-76 or MIL-W-5086 


#28-30 sol Solderless Wrap 





1 Wire types other than those noted may also be accommodated by contacts above. Consult Burndy, giving wire particulars. 


* Contacts installed by the HYPRESS YD2-1 (catalog number preceded by M-) are furnished in expendable plastic carry strips. 
Contacts installed by the BANDOMATIC (catalog number prefixed C-) are furnished on reels. 
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= BURNDY Contacts TRIM TRIO 





See pgs 2-8 for connector bodies 


No. 16 Strip Formed, One-Piece, Power Contacts 0635 dia. ж. 
- я 0615 accepts .0635 dia. ріп 

Low-cost one-piece contacts аге formed of brass and available | — | 0615 

with tin or gold plate finishes. Three sizes accommodate 716 : = RN 





stranded through 426 solid or stranded. They are supplied Fie == 
3,000 to a reel and installed with the Burndy Нутета с instal- || 

lation machine. To order loose piece contacts, insert “L” after 1.06 75 t 
the M in the part no. shown. The hand crimp tool for loose | 

piece contacts is No. Y14MS. Pins Sockets 


Installation Tools 
M8ND/Y8ND| UTM-2 
Insulation Catalog Die Set Crimp 
Range Number Cat.No. |Mechanism 


Pins ру .038"-.062" .000005 min. gold over .00020 silver | N24RT-11 | 1 
nd .038"-.062" - .000030 min. gold over .00020 silver | N24RT-11 | 1 

| M .038"-.062" - .000050 min. gold over .000075 nickel] N24RT-11 | 1 
.038"-.062" | SM24M-6TK6| Тіп Plate N24RT-11 | 1 


.046"-.082" | SM20M-6D27| .000005 min. gold over .00020 silver | N20RT-29 | 1 
.046"-.082" | SM20M-6D29| .000030 min. gold over .00020 silver | N20RT-29 | 1 
.046"-.082" | 5М20М-6045| .000050 min. gold over .000075 nickel] N20RT-29 | 1 
.046"-.082" | $М20М-6ТКб] Tin Plate N20RT-29 | 1 


SM16M-6D27| .000005 min. gold over .00020 silver | 4 
SM16M-6D29| .000030 min. gold over .00020 silver | 4 
$М16М-6045]| .000050 min. gold over .000075 |!6א6וח‎ 4 
SM16M-6TK6| Tin Plate N16RT-24 


Sockets - | .035"-.062" | SC24M-6D27| .000005 min. gold over .00020 silver | N24RT-11 | 1 
.035"-.062" | SC24M-6D29| .000030 min. gold over .00020 silver | N24RT-11 | 1 
.035"-.062" | $C24M-6D45| .000050 min. gold over .000075 nickel] N24RT-11 | 1 
.035"-.062" | SC24M-6TK6 |Tin Plate N24RT-11 | 1 


.046"-.082" | 5620-6027 | .000005 min. gold over .00020 silver | N20RT-29 | 1 
.046"-.082" | 5620-6029 | .000030 min. gold over .00020 silver | N20RT-29 | | 1 
.046"-.082" | SC20M-6D45 | .000050 min. gold over .000075 nickel] N20RT-29 | | 1 
.046"-.082" | SC20M-6TK6 | Тіп Plate N20RT-29 | 1 


5616-6027 | .000005 min. gold over .00020 silver | 4 
SC16M-6D29 | .000030 min. gold over .00020 silver | 4 
5016М-6045 | .000050 min. gold over .000075 nickel] М16КТ-24 
SC16M-6TK6 |Tin Plate М16КТ-24 








Мо. 16 Formed Contacts, Two-Piece, Strip-Fed "^m 


Strip-feed No. 16 HYFEN contacts, .0625 diameter, are formed 
of sheet, copper base alloy and are gold or tin plated. The 
contact retaining spring forms a closed entry cup on the 
Socket. Four size contacts accommodate No. 14 through 
No. 26 wire, solid or stranded. Contacts are packaged 3,000 
to a reel, allowing long runs between loading on the HYFE- 
MATIC automatic installation machine. To order loose piece 
contacts, insert "L" after the M in the part no. shown. The 
hand crimp tool for loose piece contacts is No. Y14MS. 





Е = е2 Y CIL "E | | о». | == alc- ) 2 ו‎ 
Pins 1 - 4 Eod Sockets - L - 3 == 
- | 


Installation Tools 


Contact Catalog Number* M8ND/Y8ND|  UTM-2 
Accom. бой Тїп Cable Strip ere Die Set Crimp 
ate 


Cable | 
0 
| Мах. | Min. | Plated Length Cat.No. | Mechanism 





















Wire Sizet 
and Type 


Extraction 
Tool 


















Pins 
| .062 | 26-24AWG | .062 | N24RT-11 
| .062 | 2220446 | .082 | .046 | 139 
| 062 | 1816006 | .25) — | 
| .062 | АМС | 4125 | — | | SMI4M-ITK6 | 250 | 105 | 13 | NI4RT3 





SC24M-ITK 128 | N24RT-11 | CMIIGI | 1 
қ С 


i= 

__062 | 2220806 | 082) 06. 
| 4 | .062 | 1816806 | 125| — i 
[4 | o [ МА | 15] —_ SC14M-ITK6 





t Wire types other than those listed may also be accommodated by contacts above. Consult Burndy, giving wire particulars. 
* Contacts are furnished оп a strip to be installed by the HYFEMATIC automatic installation machines. 
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S BURNDY 


TRIM TRIO 


See pgs 2-8 for connector bodies 


Contacts 





outer male/female body. The thermoplastic insulating bushing 
in the outer body is designed to accept and permanently 
retain the inner contact. 

Tin-plated, corrosion-resistant outer ferrules hold the outer 
braid to the outer contacts and act as an insulation support 
to ensure against bending and vibration stresses. The inner 
and the outer conductor are crimped individually, thereby 
enabling inspection of both critical crimp points. 














Contact for Outer Braid 


Outer 
Male/Female HYRING Crimp Tool M10S-1 














Contact for Inner Conductor 


Multi-Piece Subminiature Coaxial Contacts 


Contact kits are available for all coaxial cables shown. The 
inner pin and outer female body and components, RCDX60-2, 
I ЕСОХВ055-1 and YOC-074, are packaged in KIT 

The inner socket and outer male body and components, 
RMDX60-2, RFD26-1, RMDXB055-3, and YOC-074, are pack- 
aged in KIT RMDXK-10. 

The contacts for subminiature coaxial cable, shielded cable, 
and twisted pair wires consist of an inner pin/socket and an 


Pins B- 








qas ig. Stop Catalog Catalog Stop | Extraction 
089 bu א‎ ила ^ Bushing | Number Number Bushing Tool 
Ай RG161/U 
. RG179A/U 1 SL-46-D2| RCDX60-2 SL-47-1 | RX16-D11 
RG187/U 
ТШТ 
Атрһепо! 1 51-46-02 | 2 SL-47-1 | 1 
21-598 
RG178A/U SL-46-D2 | RCDX60-2 YOC-074 5-22-1 | SL-47-1 | 1 
20 RCDXBO55-1 5-22-1| SL-47-1 | 1 
Sockets RG161/U 
RG179A/U SL-46-D2 | RMDX60-2 7 5-22-1| SL-47-1 | 1 
ELI, RG187/U 
cc Ein 
Fig. 5 Атрћепо! 51-46-02 | 72 7 SL-47-1 | 1 
21-598 
-46- 7 .22. -A7- 
8 .22- 8 





RG178A/U SL-46-D2 | RMDX60-2 у0с-074 5-22-1 | SL-47-1 | 1 
Ф. 
px; RG196/U RMDXB055-3 5-22-1 | SL-47-1]| | 1 
.089 
* Wire types other than those listed may also be accommodated by these contacts. Consult your local Burndy represen- 
| | 


= жар | tative, giving particulars. 
Fig. 6 Performance Characteristics 
Ts Operating voltage between inner and outer contact: 230 volts DC sea-level working voltage 


Test potential between inner and outer contact: 500 volts AC 60 cycles for one minute 
Operating temperature: —55°C to +125°C 
Contact retention in panel: 15 pounds minimum 


Че... 
— pres 








Fig. 7 Fig. 8 Contact voltage drop (maximum): 25 millivolts at 1 ampere for inner and outer contacts 
em : тте, + | 
Multi-Piece Twisted הרימה‎ 125 йыш 0 Ls ЈЕ 
Pair Conta | | = | 265—4 
cts ја D s MEE, =" 73 i3 
Fig. 3 Fig. 4 ii 








Contact for Outer Braid 


шиш | Crimp Tool М10$-1 
Stop Catalog Catalog Stop 
Bushing | Number Number Bushin 


YOC-074 211 











Extraction 
Tool 





RCDXBO55-1 
0 


YOC-074 


RMDXB055-3 
0 


RMDX60-2 
Rs 


6-D2 
Ж 


Мах. 
Ы 1% 245 — 


Contact for Inner Conductor 
Crimp Tool Outer 
M10S-1 Male/Female 
Die 
Set 


| НЕН 
ris 







Pins 












T^ 
o» |-— as 


Fig. 1 





Catalog 
Number 





Sockets 


037 GITE) 089 
Fig. 6 | 2 ші 


Fig. 7 








Crimp 700! 1 


Stob Extraction 
Bushing Tool 
One #24 solid or 
stranded or one SL-49 
#26 stranded 












Male Contact, Unshielded to Shielded Conductors 
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~ Miniature Environmental 
pe BUFRNDY Qualified to MIL-C-26482 










Shell Styles Table ! 





MIL-C-26482 
Equivalent 


MS3126 


MIL-C-26482 
Equivalent 











Straight Plug 
Receptacles 
Cable connecting 


rm 
Large flange (rear panel mount) | 02 | 00-H2 | 
La | 
| 02-H2 | 





MS3110 


Box mount flange MS3112E 
Large box mount flange BH CNN I „ыж: aul 
Јат nut (rear panel mount) М53114 


Јат nut rear panel mount (without а ОТА 
termination options available) 

Jam Nut rear panel mount Not shown 07Р 
(for potting) 

Jam nut rear panel mount (with аймен 07Е MS3114E 
wire sealing grommet) 


ino RE Solder Bantam Smooth Bantam 


MIL-C-26482 MIL-C-26482 
Conduit cable/MS3057 cable clamp 


Part Equivalent Equivalent 
Potting boot E 1224, 
Environment resisting grommet WE 
wire seal 











Fig. 1 Fig. 2 Fig. 3 Fig. 4 Fig. 5 


Note 1. Terminations are not available for shell styles 02-H2, 
02 and 07A. 

Note 2. “A” indicates connector furnished with standard con- 
tacts per MIL-C-23216. Size and number of contacts and spares 
is in accordance with the insert arrangement and MIL-C-26482. 
Substitute “1” for the “A” to order the connector without con- 
tacts or for connectors shipped with special or coaxial contacts. 
Consult the factory for the catalog number variation. See pages 
616 and 617 for typical choices. 

Note 3. Terminations are not available for shell styles 7, 2 апа 3. 
Note 4. Terminations are not available for MS3112E. 

Note 5. Terminations are not available for MS3127E and MS3122E. 
Note 6. Alternate to “М” polarization, see Table III. 


Strain relief clamps 

е General duty 

+ Potting type FNotshown| Pc | — | 
• Wire sealing E ...א‎ 
• Compression clamp NN 


* Compression clamp plus Not shown 
external strain relief 
clamp similar to Fig. 2. 





mene Ла 4-1 
PRIM 
JF 





Ordering Information 


Solder Bantam B T 01 P 14 5 P үү 
Burndy Order No. "D ₪ ДС וא‎ "2-4 жы лал — — prr ו‎ и Ere 
| Solder TRI-LOK Shell Style Termination Shell Size Insert Contact Style Insert Position 
Bantam Bayonet Table | Class, Table И See Table 111 Arrangement P = Pin (Polarization) 
Coupling Note 1 See Table ||| S = Socket Note 6 
Желк малыш М53110 Е 8 4 5 М 
quivalents SAT y ב‎ — mer Me T: 
(Solder) Military Shell Termination Class Shell Size Insert Contact Style Insert Position 
Style (Solder) Table || See Table ||| Arrangement P — Pin (Polarization) 
Table | Note 4 See Table ||| S — Socket Note 6 
Smooth Bantam L 14 T 1 P 5 P W A 
Burndy Order No. B реза к= Se “тр == + 
Smooth Shell Size TRI-LOK Shell Style Termination Insert Contact Style Insert Position Note 2 
Bantam See Table 111 Bayonet Table | Class, Table | Arrangement P = Pin (Polarization) 
Coupling Note 3 See Table ||| S = Socket Note 6 
MIL-C-26482 MS3128 F 14 5 P W 
Equivalents EIER "e = => ay 2% жасан EE Ой 
(Ситр) Military Shell Termination Class Shell Size Insert Contact Style Insert Position 
Style (Smooth) Table II See Table ||| Arrangement P = Pin (Polarization) 
Table | Note 5 See Table ||| S = Socket Note 6 





Shell Size/Insert Arrangement Table 111 


Insert 


| Solder 


Polarization 
In Addition 


2 

4 
-6 
-98 


с? 
со 


о о 
re 


* Approved MIL-C-26482 connector insert arrangements 
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S BURNDY 





10 Мо. 20 СОМТАСТ5 ] 14 Мо. 20 СОМТАСТ5 
SERVICE RATING 1 SERVICE RATING 1 
70 


8 №. 20 CONTACTS 
SERVICE RATING 1 


3 No. 16 CONTACTS 
SERVICE RATING 2 
М533710-3 


8 Мо.|20 Contacts 6 Мо. 
12 Power Contacts ог 6 
№. 12 Coax Contacts 
Service Rating 1 


8 No. 16 CONTACTS 
SERVICE RATING 2 
MS33712-8 


19 No. 20 CONTACTS 
SERVICE RATING 1 
М533711-19 


5 Мо. 20 5 
8 No. 12 Power Contacts 
or 8 No. 12 Coax Contacts 
Service Rating 1 


4 No. 20 Contacts 
4 No. 8 Coax Contacts 
Service Rating 1 


32 No. 20 CONTACTS 
SERVICE RATING 1 
М533713-32 


2 Мо. 16 СОМТАСТ5 
37 Мо. 20 СОМТАСТ5 
SERVICE RATING 1 М533714-39 


3 No. 20 Contacts 12 No. 12 
Power Contacts or 12 No. 12 
Coax Contacts Service Rating 1 


41 No. 20 CONTACTS 
SERVICE RATING 1 
М$33714-41 


27 №. 20 СОМТАСТ$ 
14 Мо. 16 СОМТАСТ$ 
SERVICE RATING 1 
М533715-41 


6 Мо. 16 СОМТАСТ5 
31 Мо. 20 CONTACTS 
SERVICE RATING 1 


36 No. 20 CONTACTS 
SERVICE RATING 1 


ва Level | 1500 
Sea Level | 2300 | 
ודיש‎ 


70,000 Ft. 










Service rating 1 






Service rating 2 


11 No. 20 Contacts 
16 No. 12 Power Contacts 
or 16 No. 12 Coax Contacts 
Service Rating 1 


18 No. 20 CONTACTS 
SERVICE RATING 1 


1 No. 16 CONTACT 
29 No. 20 CONTACTS 
SERVICE RATING 1 


Miniature Environmental 
Qualified to MIL-C-26482 


Shell Sizes Insert Arrangements 


4 No. 20 CONTACTS 
SERVICE RATING 1 
MS33708-4 


6 No. 20 CONTACTS 
SERVICE RATING 1 


6 No. 20 CONTACTS 
SERVICE RATING 1 
MS33709-6 


1 No. 16 CONTACT 

14 №. 20 CONTACTS 

SERVICE RATING 1 
MS33711-15 


5 No. 20 Contacts 
4 No. 12 Power Contacts 
or 4 No. 12 Coax Contacts 
Service Rating 1 


6 №. 20 CONTACTS 

2 No. 8 CONTACTS 

SERVICE RATING 1 
AND COAX 


11 No. 16 CONTACTS 
SERVICE RATING 2 
М533713-11 


24 Мо. 20 СОМТАСТ5 
SERVICE RATING 1 


27 No. 20 CONTACTS 
SERVICE RATING 1 


25 No. 20 CONTACTS 
SERVICE RATING 1 


21 No. 16 CONTACTS 
SERVICE RATING 2 
MS33715-21 


34 No. 20 CONTACTS 
SERVICE RATING 1 


32 No. 20 CONTACTS 
SERVICE RATING 1 


d) 


3 No. 20 CONTACTS 
SERVICE RATING 1 
М533708-3 


4 Мо. 16 СОМТАСТ5 

8 Мо. 20 СОМТАСТ5 

SERVICE RATING 1 
М533711-12 


26 №. 20 СОМТАСТ5 
SERVICE RATING 1 
MS33712-26 


2 No. 20 CONTACTS 
SERVICE RATING 1 


5 No. 16 CONTACTS 
SERVICE RATING 2 
М533711-5 


1 Мо. 16 СОМТАСТ 
22 Мо. 20 СОМТАСТ5 
SERVICE RATING 1 


16 No. 16 CONTACTS SERVICE 
RATING 2 MS33714-16 


19 No. 12 CONTACTS 
SERVICE RATING 1 
AND/OR COAX 





#22 Size (cont 


7 No. 8 CONTACTS 
SERVICE RATING COAX 61 №. 20 CONTACTS 
SERVICE RATING 1 


М533716-61 


26 Мо. 20 СОМТАСТ5 

6 Мо. 12 СОМТАСТ5 

SERVICE RATING 1 
AND/OR COAX 


55 No. 20 CONTACTS 
SERVICE RATING 1 
М533715-55 
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у Miniature Environmental 
=> BURNDY Qualified to MIL-C-26482 





Crimp Contacts Smooth Configuration 


- ја | E 


PIN Fig. 1 і Fig. 2 ו‎ 
СОМТАСТ$ 
Installation Tools ТЕН; l 
HYTOOL м105 | Much на. MIL-W- 
AM2-2 
dee ore ire Si SMOOTH BANTAM CONTACTS 


ipti Burndy contacts have a true 
елеме smooth configuration which соп- 


| LRM20W-5 | forms to MS3192 and MS3193 
MS3192A20A and which meet or exceed MIL-C- 
| CLRM20W-5| 23216. ада рив m vage 
are machined of high conductiv- 
MS3192-16A Гы ` ; ity copper alloy material. Extra 
ы heavy gold plating is used to 
CLRM16M-5 i : 
pere аш ү ane 
А о assure high conductivity. The 
hw ah i socket is closed entry and has a 


completely enclosed beryllium 
copper internal spring to pre- 


No. 16 Contact No. 20, vent tearing or damaging of the 
For №. 24-Мо. 20 А қ 4 RX16-7 | RTM20-5| No. 22, insert or grommet when insert- 
Wire Size No. 24 ing or extracting socket contacts. 
No. 20 Contact No. 16, 
For No. 20-No. 16 $ К н - КХ20-24 | КТМ16-3 | №. 18, 
Wire Size No. 20 
MATERIAL 
MATERIAL 
MATERIAL 
IRON ; А КХ20-24 | RTM20-5 
MATERIAL 
CONSTANTAN ®Х20-24| | 55 


* Cable strip length .218 if cable jacket outer dia. is less than .093. .281 if cable outer dia. is .093 ог greater. 
Note 1: Contact sizes are compatible with insert arrangements shown. 





| == 8 ומכ‎ б L Se 
00. | ПГТ тез оо [ | [0 ____]| Fig. а ванооматіс 
[ The automatic four indent, ВАМО- 
SOCKET ! OMATIC machine meets the ap- 
CONTACTS plicable sections of MIL-T-22520 


and MS-3191. It is recommended 


TYPES | for high speed, high quantity 
& Il: production. Crimping rates are 
BANDOMATIC MIL-W- better than two thousand per 
Mach. No. hour. 
z 16878 
AM2-2 

Contact Crimping TYPE E 

Catalog ig. р Kit Wire Size 

Description . i " and Type 


No. 20, 

20 MS3193A20A z RX20-24| RTM20-5| No. 22, M10S-1 MANUAL 
No. 24 
No. 16, 


TOOLING 
Mios-1, four in. 
MS3193-16A | н ' AX four in. | 
КХ16-7 | RTM16-2 2 dent full cycling, D 


ratchet con- 


ity installation 
tool, conforming 
to the require- 
ments of MIL-T- 
22520 and MS- 
3191. These spe- 
cifications cover 
the crimp and 
tool configura- 


No. 16 Contact No. 20, 
.062 | For No. 24-No. 20 А RX16-7 | RTM20-5| No. 22, 
Wire Size No. 24 
No. 20 Contact No. 16, 
For No. 20-No. 16 : : RX20-24| КТМ16-3| No. 18, 
Wire Size No. 20 
tion required to 
RX20-24| RTM20-5 Thermo- install the Mil- 
Couple inar (пиар 
$ к 1 contac arre 
RX20-24| RTM20-5| Wire Per specified in MS- 
3190. АП con- 
RX20-24 | 55 tact sizes cov- 
ered by MIL-C- 
RX20-24| RTM20-5 23216 сап ђе 
accommodated. 





* Cable strip length .218 if cable jacket outer dia. is less than .093. .281 if cable outer dia. is .093 or greater. 
Note 1: Contact sizes are compatible with insert arrangements shown. 
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Miniature Environmental ₪ 
Qualified 1: 2 => BURNDY 





ы LRCX — KIT ma бет LRMX — KIT p 
ГІСШІ 1 => == Ci [| 
Outer Outer Female Inner Pin Inner Socket Guter Male Outer 
HYRING Contact Contact Contact Contact HYRING 


MS10S HYTOOL 

















р 

81-58 | 5 RTM12-4 
שה‎ Np add RTM12-4 
ES EE RTM12-4 
SL-58 מ‎ а ои RTM12-4 
51-58 | 5 RTM12-4 
SL-58 Ка Res Би RTM12-4 

Бо ל‎ а RTM12-4 
51-58 | 5 ВТМ12-4 
SL-58 או וא‎ њи ВТМ12-4 


51-58 | 8-31] 51-72 | RX12-7 | 4 


| о 
E x 
ЁЁ 


e 
оз 
о 

co 

p 

сл 

со 





Мо. 12 
contacts |RG180/U 








RG195/U 










URATIONS 
da мы 





RG188/U 


RG187/U 


53 


CONTACT 


LRCXZK-4 


= 
<> 
- 
~ 
4 
סק 
= 
= 
- 
~ 
>< 









Мо. 22 
SHIELDED 

MIL-C-27500 
GD/FW C135 













































RG58A/U 
RG58B/U 
RG58C/U 


RG29/U 






#20 AWG 
184 | 1 | .116 | #20AWG 
Max. 
#26 AWG 
7/.0067 


#30 АМС] 75 
7/.004 


RG174/U 


51-59 ҚЫЗ RTM8-1 
SL-59 Ем АТМ8-1 


> 


RG179/U 


RG187/U 


























RG188/U 110 #26 АМС 
X. 7/.0067 
RG316/U 426 AWG Not SL-59 АТМ8-1 
No. 8 Мах. 7/.0067 Req'd 
Е RG141/U ‚116 | SILVER Not SL-59 RTM8-1 
sad PLATED Req'd 
DESIGNED 1/.0359 
FOR USE | n6180/U 141 #30 AWG Not SL-59 | RX8-3 | RTM8-1 
WITH 7/.0039 Req'd. 
COAXIAL | RG195/U ҚОЛ Б ЯБЯ #30 АМС Not | S-35| 9 RTM8-1 
CABLE 7/.004 Req'd 
RAYCHEM 132 .084 | #30 АМС Not SL-59 RTM8-1 
No. 82-404 | Max. 092 | 7/.004 | 
КАУСНЕМ 132 5-31 81-59 RTM8-1 
No. 28-403 


RTM8-1 





SHIELDED 
MIL-C-27500 
22002 


№. 0 
SHIELDED 

MIL-C-27500 
20AIT2 


No. 22 
SHIELDED 
MIL-C-27500 
GD/FW C135 







068 | #22 AWG 
19/.0063 
.078 
ww 7 
.048 
.052 






סק 
рг‏ 
= 
р‏ 
- 


co co 
₪ - 
сл сл 
о о 








סק 
— 
= 
T:‏ 
- 


#22 АМС 
19/.0063 


6 

4 
₪ ЕТУ 
.082 | #22 AWG 
.090 | 19/.0063 


ж 
қ 1 





Coaxial Contacts 


COAXIAL CONTACTS 


Each kit has all components 
necessary to make a complete 
contact assembly including indi- 
vidual sealing bushing where 
required. 


Coaxial male assemblies are 
used in a pin (P) insert connec- 
tor, coaxial female assemblies 
are used in a socket (S) insert 
connector. 


Typical LRMX Assembly 





Inner Socket Contact eee 


= der ~ Inner Socket 
Contact 
Outer 


HYRING after Crimping >. 







DE == 


eer ie 
e, 





Typical LRCX Assembly 
Outer Ure стр 
же. Inner Pin 
Contact 





Inner Pin Contact 
After Crimping _ 





TYPICAL ASSEMBLY PROCEDURE 


This is the installation proced- 
ure for no. 22 shielded wire. 
Installation procedure for other 
sizes of miniature coaxial cable 
or for twisted pair varies slightly 
but is equally simple. Specific 
instructions are packed with 
each size contact. 


1. Strip cable to recommended 
dimensions. 


2. Slide outer HYRING onto 
cable jacket. Assemble inner 
contact to center conductor 
and crimp with recommended 
tooling. 


3. Push inner contact into outer 
contact until it snap-locks 
into place. 


4. Slide outer HYRING forward 
over braid until it stops 
against shoulder of outer 
contact. Crimp with recom- 
mended tooling. 
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> Miniature Environmental 
“2 BURNDY Qualified to MIL-C-38999 





Wall Mounting Cable Connecting Box Mounting Box Mounting Flange Straight Plug 


Flange Receptacle Receptacle Flange Receptacle Receptacle Long Grommet 

Burndy MS Burndy Burndy MS Burndy MS Burndy MS 

Cat.No. Number Cat. No. Cat.No. Number Cat.No. Number Cat.No. Number 

CTOO MS27472 CTO1 CT02 М$27499 CTL2 М$27513 CTO6 MS27473 

0 М527479% СТ501 CTS02 MS27504 • CTSL2 -- CTS06 MS27480 • 
MIL-C-38999 Connectors presently available from Burndy are Series 11. Burndy CTS series connectors are designed to allow operation up to a 
Burndy CT series provides connectors with a maximum operating tem- maximum operating temperature of 200°C (39297). 
perature of 150°С (3029F), or 200°C (3929 2) depending on plating finish. 


Shell Sizes — Insert Arrangements 








































Insert |Insert Per - : insert | Insert Per | е Fach Si 
Arrange-| MIL-STD- Dro d Quantity — Each Size Arrange-| MIL-STD- |Service| Total 
ment |1560Sec.|Rating| №. | 12 | 16| 20 | 220 ment |1560 Зес.| Rating] No. | 12 | 16| 20| 22| 22M| 220 
86 | eS es ЕЕ 
i ba eae ЛЕЛ a cH | 
Е: POR IAM | = ומש‎ ғау 
НЕМ КЕ Е iem Fn [MT | | ee 
ЖЕЙ. ו‎ e qe e m ea ШЕСІ Ж/Д К ar ні 
10-13 ДА Њ ан Е фы, IU и еа ee 
10-35 א א‎ eee ма, | 202 | | м] 6 | —|—| -| 6| —| — 
а ЕР a M Tale | — арене | 
ни ms] בב או דד חל‎ 
*20-25 
Е оке capa, | =| = = — 
[WISI ap ра = lea икен ЕЕ Е ИЕЛ 
uU t3 eee m m3 mmt к ж ж У ЕЕ 
Li[»[-[-|9| -[-[-] аа 
т] | р ШИ pm 
ЕЕ Ра Е 
1 | 18|—|—| 18] —| —| — 22:32 ו ה‎ я ב יא א‎ 
14:35 И э | = Ба | ЕЕЕ ; 
т 22-34 ital- | р 
£i ESEESE a מ ה‎ р е р рш 
I HEE ESE 
חש‎ а 
ШЕШЗЕТГІЛ | 2255 БЕ SR um. же Ec 
PNS ecen ב כ ווה‎ 
| | ЛЕЙ 
WE iE ee 128 EXE 
הר‎ ESI ב כ‎ 
Bink ЕК Р Рр UNT | pees 
ЫШ; ТЕ О пр — | — | = Bal Е re. 
18:28 | рр реч ЖЕУ жың 
| [ א‎ | 128 [228 
1832 н | ==] =] | mel ЖЕТИ Es 
Р em eObsolete numbers 
Shell Keying * Not toole 


Positive Sn is accomplished by five 
integral keys and matching keyways which 
provide proper alignment before coupling nut 
or contacts engage. Alternate polarizations 
achieved by position of master key or keyway. 
Relation of insert to other four keys or key- 
ways does not change. АП shell sizes, מש‎ 
size 8, offer four alternate polarizations (А, В, 
C or D) to normal, Size 8 provides two alter- 
nate pularizations (A and D) to normal. 






Test Voltage — AC rms 
70,000 Feet 110,000 Feet 
[Unmated | Mated |Unmated 


Service 
ורא‎ 





RELATIVE POSSIBLE POSITION OF ROTATED MASTER 
KEYWAY FRONT FACE OF RECEPTACLE SHOWN 
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Miniature Environmental 
Qualified to MIL-C-38999 


= BURNDY 





Shell Styles 





Jam Nut 





























Straight Plug with Plug with 90° Elbow and Back Panel Wall Mounting Back Panel Box Mounting 
RFI Grounding Strain Relief Receptacle Flange Receptacle Flange Receptacle 
Burndy MS Burndy MS Burndy MS Burndy MS Burndy MS 
Cat.No. Number Cat.No. Number Cat.No. Number Cat.No. Number Cat.No. Number 
CTG6 MS27484 стов MS27500 CT07 MS27474 CTPO MS27497 CTP2 MS27508 
8 — 01507 М527481 • CTSPO - 2 = 
How to Order 
Burndy Part Number 
oe idit shown е הי‎ [ШК саратов ир 
untere of connectors ИШТ си consult сву, е (Т 00 ВЕ 22 55 Р Н АВ 
Compact Bantam 
4 CT 
Series II CTS 
MS Number or Shell Style 
VERDE ай MS27472 MS27479 * Wall mount receptacle 00 
жж мад Cable receptacle 01 
MS27499 MS27504 • Box mount receptacle 02 
MS27513 ** Long grommet Box receptacle L2 
MS27473 MS27480 « Straight plug 06 
MS27484 » Straight plug RFI grounding G6 
М$27500 we 90° Plug 08 
жж «s 90? Plug КЕ grounding G8 
MS27474 MS27481 * Jam nut receptacle 07 
М$27497 ae Back mount wall receptacle РО 
М$27508 жж Back mount box receptacle P2 


Class (Termination) 
E Environment resisting 
P Potting (MS) 
T Environment resisting less termination 
** Environment resisting strain relief (MS) 
** 90° Environment resisting strain relief 
** 90° Potting 


Shell Size 
Shell Finisht 





MS Numbers 


Burndy Numbers 


Bright 
А 15090 Cadmium 


Bright 

ҒЫН Cadmium 150°C М 
eries i 
# Olive Drab 

| Cadmium 150°C AB 
CTS Anodic 200°C М 
Series Electroless 
# Nickel 200°C AN 

Insert Arrangement | 


Contact Style 
P Pins -- Sockets 


Polarization 


=— No letter in MS indicates “М” normal position 
Е Ze | S P 


# Bright Cadmium supplied with CT Series and Anodic with CTS Series if no finish 
number specified. 


Olive Drab 
B 150°C Cadmium 


C 200°C Anodic 


Electroless 
F 200°C Nickel 





MS27472 


MS Part Number 


Other Shell finishes are available. Consult your local Burndy representative.‏ ז 


** No MS part numbers for these items. 





(203) 838-4444 
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£ Miniature Environmental 
= BURNDY Qualified to MIL-C-38999 





Crimp Contacts — Smooth Configuration ae | 


EM :518 = 
Socket Contact 


Size 
AWG | MIL-W-16878| MIL-W-22759 


TC22Y-2DJ5 5194  |RX24-3 RTM24D3D1| 28-26 
SL94 RX24-3 ВТМ240301| 24-22 
MS27491-22 | TC22Y-1DJ5 SL81 |RX22-1 RTM22-1 EE 

(24, 26 only) MS18113 
É EE 


Eor 
5 
TC16M-1DJ5 5183 RTM16-4 | 20-16 | Еог М521985 
(16, 18 only) | (16, 18 only) 
MS18113 
s53| $86 |Rx12-9 |втм128 [| 14-12 | ЕогЕЕ | 83 
RX24-3 | RTM24D3D1| 28-26 
RX24-3 | RTM24D3D1| 24-22 М521985 
5181 | RX22-1 | RTM22-1 | 2622 | ЕогЕЕ 
(24, 26 only) | М518113 
Eo 
«М527492-12 | 5 


5194 
5194 
$181 
5174 | ₪420-36 | RTM20-17 | 24-20 | ЕогЕЕ | 
$183 1 
5186 
е Obsolete MS number. 


RX16-9 | RTM16-4 20-16 ГЕЕ MS21985 
(16, 18 only) | (16, 18 only) 
MSi8113 
+ Strip length for 22D, 22M, and 22 contact size — .157 max.: Strip length for larger sizes — .229 max. 


|RX12-9 | RTM12-8 | 14-12 М518113 
қ ERU: 
Pin Contact 


Installation 
Tool 























Extrac- 
tion 















| MS27491-12 | TCI2Z1DJS 


TC22Y-2DJ5 | 563 
S61 


М527492-22 | TC22Y-1DJ5 


אל 
«М527492-20 | TC20W-1DJ5 | 545‏ 
,553 | 














•М527492-16 | 5 





Pin Contacts} Extrac- 


tion Insertion Wire Type 
Tool MIL-W-16878 | MIL-W-22759) IL-W-22759 


тм22ү-20)5 | 563| 5194 |вХ24-3 | RTM24D3D1| 28-26 
361 | 5194 |RX24-3 | RTM24D3D1| 24-22 
| MS27493-22M | 5 5181 |RX24-3 | RTM24D3D1| 28-24 | 


TM22Y-1DJ5 $182 | RX22-1 | RTM22-1 E ог EE 
(24, 26 only) 


pm 
T 
E 


















TM16M-1DJ SL83 |RX16-9 | RTM16-4 20-16 E or EE М$21985 
(16, 18 оплу) | (16, 18 only) 
М$18113 


.094 | М527493-12 | 5 5186 | RX12-9 | RTM12-8 | 14-12 | ЕогЕЕ | 83 


e М$27494-220 | 5 RX24-3 | КТМ240301 | 28-26 
RX24-3 | КТМ240301| 24-22 













5194 
5194 E or EE MS21985 
| 030 |+М$27494-22М | ТМ24Ү-10)5 | S49| $181 | 24-3א8‎ | ктм240301 | 28-24 | 
TM22Y-1DJ5 SL82 | RX22-1 | RTM22-1 | 2622 | ЕогЕЕ 
(24, 26 оту)| 3 
.М$27494-16 | TM16M-1DJ5 $183 | RX16-9 | RTM16-4 | 20-16 |  EorEE MS21985 
(16, 18 only)| (16, 18 only) 
MS18113 
| 553| $ 


[12 | 094 |•м52744-12 | 5 14-12 | Eoree | М518113 | 
• Obsolete MS number. 


1 Strip length for 22D, 22M, and 22 contact size — .157 max.: Strip length for larger sizes — .229 max. 





Burndy Insertion and 
Extraction Tools 


The Burndy Compact BANTAM 
insertion and extraction tools 
have been designed for ease of 
operation and dependability. 
They may be used with the 
appropriate MIL-C-38999 con- 
tacts. 





Crimping Tool 


The Burndy M10S-1 eight in- 
dent full cycling, ratchet con- 
trolled hand tool is a high 
reliability installation tool con- 
forming to requirement of MIL- 
C-22520. It may be used to 
crimp a wide variety of contacts 
shown for MIL-C-38999. 
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ә BURNDY 


Edge Board 


PC CONNECTORS | 








Material 


Connector Body: 30% glass-filled polyester to MIL-M-24519 — Color Black 


Spring Contact: Phosphor Bronze, Grade A per Spec. QQ-3-750 
20 Microinches Gold Plated over Nickel on Contact Area 
5 Microinches Gold Plated over Nickel For Remainder 


Polarizing Key: Nylon, Color Yellow 


Performance Characteristics 


Working Voltage: 230 VAC, RMS, 330 VDC 

Current Rating: 5 Amperes 

Operating Temperatures: —55°C to +125°C 

Contact Resistance: 30 Milliohms Max. at 5 Amps 

Dry Circuit: 25% Variance Max. on Contact Resistance 

Insulation Resistance: 5000 Megohms Minimum 

Dielectric Withstanding Voltage: 650 Volts RMS at Sea Level 

Contact Retention: 8 Ibs. Minimum 

Durability: 500 Insertions & Withdrawals without Impairing Electrical 
Performance of Connector 

Withdrawal Force: 2 07. Minimum per Contact Position 

Temperature Cycling: MIL-STD-202, Method 107; Normal Mating 

Moisture Resistance: Humidity per MIL-STD-202, Method 103; Insulation 
Resistance 1000 Megohms Minimum 

Vibration: MIL-STD-202, Method 204, No Discontinuity Greater Than One 
Microsecond 

Shock: MIL-STD-202, Method 202; No Discontinuity Greater Than One 
Microsecond 


Solderless Wrap Strip Off Force: 3 155. Minimum with #30 Gauge Wire 
per EIA RS-280-A 







Catalog* 
Number 


PWBH4DD10- 1.835 1.575 1.260 1.100 1.150 
PWBH4DD15- 2.335 2.075 1.760 1.600 1.650 
2.350 


2.760 | 


PWBH4DD50- 5.835 5.575 5.260 5.100 5.150 


*Additional sizes available. Consult Burndy. 


Connector Mounting Dim. X 
Catalog Number Configuration | 0 
PWBH4DD__-3 Bulkhead 


PWBHADD -4 Bulkhead 
PWBH4DD___-5 Bulkhead 













РИВН400 11) Flush Mount 
PWBH4DD___-12 Flush Mount 
PWBH4DD___-13 Flush Mount 








.025 Square 


е -210 At Face Of Body 


SOLDERLESS WRAP EDGE-ON 
Printed Circuit Connectors 


Type PWBH 
.100 Spacing 


The Burndy type PWBH solderless wrap printed circuit 
connector, a versatile member of the EDGE-ON family of 
connectors, is fully interchangeable with connectors mounted 
per MIL-C-21097. It can be terminated with hand tools or 
with semi-automatic or fully automatic terminating systems 
for larger volume requirements. 


The PWBH connectors can be furnished in any size from 
6 to 50 contact positions and accommodates .054” to .071” 
PC board thicknesses. A preload feature provides optimum 
mating forces over the full range of board thicknesses. A 
variety of tail lengths can be made available including .200” 
for solder-dip applications. 


The bifurcated contacts, spaced .100” center-to-center, are 
manufactured of phosphor bronze, gold plated over nickel to 
assure excellent conductivity. Domed contact geometry of 
each leg assures concentrated forces with minimum wear. 
“Contact retention” design allows easy removal and replace- 
ment of contacts damaged by handling. Contacts can be 
replaced up to three times in each bay. 

Two mounting ear configurations are offered including the 
stocked bulkhead or plate mounting type and a flush mount 
type available on special order. 

The design of the PWBH incorporates polarizing key slots 
between the contact positions thereby allowing full utilization 


of all contacts. A nylon polarizing keys is supplied at no extra 
cost. 


Flush Mount 


= ert ₪ X 













Accepts 
.054/.071 
P.C. Board - 


mana 


ה ג ב AANA‏ 





a .020 


[e] .025 for .800 tail 


Holes For 


+ Backplate Location | 
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= BURNDY Edge Board PC CONNECTORS 





HYFEN EDGE-ON 
Printed Circuit Connectors Types PB, PBD, PC .100 and .156 Spacing 


The Burndy HYFEN (crimp type) EDGE-ON connectors, types 
PB, PBD, PC are designed to accommodate both single-sided 
(.058” to .072” thick) and double-sided (.054” to .072”) 
printed circuit boards. They are similar in construction and 
use except that the PBD connector is molded of diallyl 
phthalate rather than a polycarbonate. 










Crimp HYTAB contacts for wire sizes #28 through #20 canbe 7" 
quickly snapped into a PB, PBD or PC connector. They are є" 
easily removed from the connectors with a simple extraction ~ 
tool. Since the inserted crimp contacts are recessed in these | 
connectors, insulating sleeves are not needed. 


Each spring contact position can accommodate one or two 
crimp HYTAB contacts. The HYTAB contacts can be auto- 
matically installed by the high-speed HYFEMATIC machine, 
or they can be hand-installed with the M8ND or Y8ND HYTOOL. 


Material 

Connector Body: PB and PC: Polycarbonate; PBD: Diallyl Phthalate 
Spring Contacts: Beryllium copper 

HYTAB Contacts: High-conductivity copper alloy HYTAB Contact Lock 





Finish: Gold plate ,000030” minimum gold 
HYTAB ContactLock holds contact securely in place. Simple extraction Spring Contact 

tool, inserted from rear, releases contact. 
Spring Contact accordion type, gold-plated, permanently installed Closed Entry --” > Ф: 


іп connector body for maximum protection. 


Closed Entry protects springs from probe damage and self-aligns 
warped boards. 


HYTAB Contact gold-plated, automatically installed with Burndy р 


HYFEMATIC machine. Burndy M8ND hand tool also 
available for wire sizes #28 through #20. 


HYFEN EDGE-ON Connector, Types PB and PBD, .100 Spacing 











жн, Catalog Number Dimensions in Inches 


Positions” | Double Sided | Single Sided | А | В | 6 | р) = _ 


.100 Typ. 


trp wpe ררה‎ | > |, e = 
= oe מב‎ DU כ‎ po 
РВ4020 22-| 
















[PRAD2D43- | PhiS28451 | 4400 4600 | 5000 | 5400 |_4420 


* Other sizes between 6 and 50 contact positions can be provided. Consult Burndy for particulars. 


+ These sizes available in а diallyl phthalate material. To order, use catalog number PBD. For 
example, PBD4D2D15-1. 


.156 Dia. 
(2 holes) 


| | 
| | 
שש‎ ONE 
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PC CONNECTORS Edge Board = BURNDY 





қ ) Polarizing Keys 


Polarizing key PBP4-5, molded of a white nylon, used PB and PC connectors, may be located in any desired 
with the PBD connector series, may be used in any contact position. Nylon Polarizing key PCP4-4 is used 
desired contact position. Polarizing key PBP4-4 with the PC connector. It is located between contact 
molded of a red polycarbonate, used with both the positions. 


.062 [75 א‎ p 


Fd. 


ее Lon 

















No. of 
Contact Catalog Number Dimensions in Inches 
Positions* | Double Sided | SingleSided| А | B | с | D | E | 





ЖА, 
Ж. д 


* Other sizes between 6 and 43 contact positions can be provided. Consult Burndy for particulars. 


.128 Dia. 
(2 holes) 















Installation Tooling | ру{гас- 


M8ND/ | HYFEMATIC| оп 
Catalog M4D Tool 


ЕУ Number Die Set | No. 


Mil-W-16878 | PBM24-H1 N24PCT-5| | — 
Type B ea е ede וו‎ | SS 
В 


MIL-W-16878 
Type N24PCT-] — — RX20-37 
DM4-2 
~ N20PCT-3 


























PBM24-H1 
MIL-W-76 








Type LW $РВМ24-Н1* 





















| ב‎ MIL-W-16878 
20-22 Str. n 
сс M & Str. | Types LW, MW | DM3-2 
| * HYTAB contacts furnished on reels (5000/reel) to be installed by the HYFEMATIC machine. 
שש‎ i 4000/reel. 
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to МН.С-55302 PC CONNECTORS 


Board to Board 


== BURNDY Qualified 





UPC — .150 and .100 Spacing 


к” iol 
рт. c А 






Material : 
Connector Bodies: Glass filled 
diallyl phthalate per MIL-M-14F 
Type SDG-F Color Green 
Contacts, Pin and Socket: Beryllium 
Copper per QQ-C-530 plated in 
accordance with MIL-C-55302 
Guide Pins and Sockets: Brass per QQ-W-321b composition B plated in 
accordance with MIL-C-55302 except on 92-pin arrangement which 
utilizes unplated stainless steel 


SOLDER PLUG AND RECEPTACLE Type 


The Burndy UPC, an ultraminiature plug and receptacle 
printed circuit connector, is designed for use with printed 
wiring board-to-board*or multi-layered board-to-board applica- 
tions. The plugs accommodate .062” thick boards, the recep- 
tacles, .094” thick boards. 


The Burndy UPC series connectors meet the electrical, 
mechanical and environmental performance requirements of 
MIL-C-55302. 





Receptacle 


0 Typ. 






15 
C 
B 





Guide 


i 





.060 Dia. Hollow Rivet 
for Mounting 


Receptacle 








Board 
Leveler 


.060 Dia. Hollow Rivet 
for Mounting 


- .027 „Dia. 


Receptacle 





No. of MIL-C-55302 
Contact | Receptacle Type 
Positions | Catalog No. | Designation 






| 





.150 Spacing Type UPC 


Dimensions for 17, 23, 28 Position 


Plug 


















D Ж, .060 Dia. Hollow Rivet for Mounting 
B Guide Pin 
6 | 
וו‎ | | | 0 
11 ו‎ ШШШ —1 
E $5 +- Q о о о о о о о о о о о о д .205 
РАН о о о о ы ч + .258 
ea о о о о о о о о 9] = XE 
.100 Board Leveler 
Dimensions for 41 Position 
.313 
ו‎ 
à .150 Typ. .027 Dia. .120 
.200 н .060 Dia. Hollow Rivet for Mounting Min. 
B 
181 C Guide Pin 
₪ Board Leveler | 


all‏ ד 
Фа hj. Ch PRM 8.>6 * » „е. 9 8 ТИВ‏ $4.9 


Plug 












No. of MIL-C-55302 
Contact Plug Type 
Positions | Catalog №. | Designation 


E 
20 1850] 1650 20 
2250 | 2480 | 18 
з200 300 1U 
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Board to Board 
PC CONNECTORS Qualified to MIL-C-55302 


.100 Spacing Type UPC —2 Row 
Dimensions for 17, 25, 33, 41, 77 Position 



















MIL-C-55302 
Type 
SS A | - А - №. Designation 
| | 17 |ЏРС2В17Р-4 | М55302/4-02] 1.150] 1.000] .800 
я “oie ec «е 20. g 9 & ове € Ea 
EM ©]. ג‎ © 250 d 9 ДАЉИ Илу ту | UPC2B25P-4 | М55302/4-03] 1.550 | 1.400] 1.200 
ВА +, | Ee Е em 
100 Typ.. 027 Dia. / .080 ТАУЫ Sm He UE gl pe 
4 ж 150 .060 Dia. Hollow Rivet Min. -100 ay 0 | 
for Mounting —: : -p == - 


/- Board Leveler 
/ 







































Ма КА Catalog 
Т. ! : 
UPC2B17R-4| M55302/6-0 
E: 3 | | "d UPC2B25R-4| M55302/6-03 
m ри. ו‎ cn UPC2B33R-4| M55302/6-04 
Менен TR 14 UPC2B41R-4| M55302/6-05 
Plugs Receptacles PC2B77R-4| M55302/6-0 
.100 Spacing Type UPC — 3 Row 
Dimensions for 92 Position 
ES a 4 "un .100 |- а ниши 73 .355 
Ч ו‎ E PORUM PW AS оов лы 0 оо о о о „175 04 | 4 9 0 0 9 0 0 0 0 0 0 0 0 0 80 0 0 00 ₪ ₪ 08 1165) 
.088 +) фооооо ооо ооо ооо ооо ооо ооо ооо —1.355 i © $00000000000000000000000000000 é — 
== ובור‎ ае ө ө ехе: 6:9 94,9 € АКА. 1 Ж. i 09 0 0 0 0 0 0 0 0 6 0 00 0 0 0 0 00 0 ₪ ₪ 0 1 190 
ד‎ 1 
| 0 bi 
.060 Dia. | e 120 = = ее Se LE id 
Hollow Rivet 1120 Min. eel 
For Mounting - - B- Зоске 
— À9À — y Guide 
.131 |^ / Pin i 
.100 | + 4.180 
11 э оооооооо ооо о 0000000000 0 ram ד‎ 4 
| + оо о о о о 999990 ל‎ 
| — Le 5 с о ель ооо око ооо ......11( 5 
| | | 
.100 Board Leveler \ — „027 Dia. Rivet P | a 
.375 
Plug Receptacle 
Dimensions for 13, 25, 37, 49, 61, 92 Position 
100 Ё А | 
100 4 + о о о о о о off о оо : : 
- а) + | о о о о о о/о о о о о 1350 
ו‎ EEA pre 0 6 5:4 ооо о %- - 125 + 
10. ШІГІЛ Б: 
060 8 ; | 
Hollow Rivet Е: 
For Mounting 
Guide Pin 
Plug is ИУ > ЖИНИ. ' Receptacle 
100 AAAAAAAAAAAAAAAAAAAAAA? .180 120 
іп. 
1 + о о о о 99/9 9 ооо 205 : 
aes 6 А .345 
is 4 | | 060 Dia. А 
\ Board Leveler .027 Dia. Hollow Rivet 175 
For Mounting 154 
РШЕ Receptacle 











Contacts Catalog No. Type Designation Contacts Catalog No. Type Designation 
[ в | upcaBtap-4| М55302/701 | .800| 60| 30 | 13 | UPC3Bt3R4 
| _ 25 | UPC3B25P-4 | М55302/7-02 | 1.200 | 1000 | 70 | 25 | 070382584 | М55302/8-02 | 1.200 
c uu cU zm | שש‎ wem Wesen = | аи 
| 49 | иғозвазғ4| м5530277-04 | 2.000 | 1.800 | 150 | 49 | UPCsB49Ra4| М55302/8-4 | 2.000 
[ 61 | ивсаввір4| М55302/705 | 2400] 2.200 | 1.900 | 61 | 070386184 | м55302/805 | 2.400 | 
| — 92 | UPC3B92P-4 | М55302/21-01 | 3.425 | 3.240 | 3.000 | 92 | UPC3B92R-4| М55302/22-01 
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( 


Ка { Board to Board 
>2 BURNDY Qualified to MIL-C-55302 





” 


.100 Spacing Туре UPC Variations 


Solder Cup Termination Receptacle 
Other solder cup sizes also available. 


Catalog No. of A B 0 
Number Contacts | +.005 | +.005 | +.008 | Mating Plug 





| 
- ре .100 Тур. 










260 

UPC3B49RS-8 | 49 | 2.000 | 1.800 | 1.600 | 4 1 
UPC3BGTRS-8 2400 | 2.200 | 2.000 | 4 l Я 

`.060 Dia. Support Pads \ .175 Max. 





Solderless Wrap Termination 


2 = вези .100 г 3.425 ENS Ў А 
ада | 1 1 4% 9 6/0 9 9 9 9 6 0 0 0 0 0 9 0 0 0 8800000000068 165, 4 
1 i $ *060000006060000000000000000000 355 



















































































































































































175 4:15 09 00 0 0 0 06 0 09 0 8 00 8 9096 ₪ 0 | 119%] 
3% ל‎ ! у Ае E .100 н 
2 1 de L 
120 | Guide 
et .060 
Dia. 
3.000 Guide Pin ri | 
TEN .025 Square Post : 
E 
MES ПІШІП 500 
јососособоссосовбоссособјосссоо 01 Mi 
.345 Воооооо $ Зоооооо $ 0 0 0 0 0 0 0 In. 
! МОТ CEE а ТҰТТЫ o o a 
Leveling Pads .065 Dia. Hollow .025 Square Post -/ 


06 For Mounting 


Plug UPC3B92PW-1 Receptacle UPC3B92RW-1 





59 Position Mee 
nn ; 10 x 45° Chamfer 


~ 812 >}. 2.200 — — —| |< .100 BSC (One Place) — 3.925 d dari 
| | --.100 BSC = | æ- 200 BSC 2 .150 

| .100 . . BSC у 

| : .250 || ( 

| | о .eeoeo 


200 
ы ыса pem BSC 


















100 BSC -= = 
150 BSC -= = 













. 100880 | T M Dia. — i" 


‘BSC 
NUTS: ы .004 Dia. 
іа 


.175 


.005 Dia. 


ч маны ТҰТ ча” יי בש שי‎ 40 РО. ₪ = 9 
© A4 к еге ee oe oe i "9 

















100 і | 

.10 x 45° Chamfer Leveling Pads BSC 030 Dia. Support Pads 060 Dia, 145 
(One Place) 

Plug UPC3B59P-1 Receptacle UPC3B59R-1 

107 Position 
ee т. а 10 x 45° Chamfer 
; (One Place) - X — 3.925 .024 8 
812 2.200 150 BSC pa " .150 100 
| | BSC И: 
{ | 100 BS Жас d 1 BSC 







- Y ! 

| (бы 000000000000000000000/]l0000000 

180 гл -4 D 131 .355 4 000 0 0 0 0 00 0 00 0 0 

i Б |2 ео ооо о 0-8 "уу Ce Т | 45555 0000000000000ס‎ 000 0 000 0[ 000000 

/ Я аал р рш es כו‎ ГЕРЕ 
— —SRTN I | | 3 
- / 
/ 
\ / . 
/ 








/ 100 
BSC 
.0705 Dia. UHR; н жыйы 
.005 Dia. .175 
n^ А. B ama 2 
atts ІШ ТЕН! ו ענ‎ 
«270 1 ו‎ || —ү- 
js .145 
.10 x 45* Chamfer Leveling Pads BSC Support Pads .060 Dia. 
(One Place) 
Plug UPC3B107P-1 Receptacle UPC3B107R-1 
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IC Sockets Type DILB-P8 High Density = BURNDY 


DUAL IN-LINE SOCKET 


The new Burndy DILB-P8 series dual-in-line receptacle incorporates 

the latest technological advances in the development of pluggable Package 
leaded IC sockets. The DILB-P8 offers high reliability combined with 

low cost, easy installation and low profile design. 


16 Position Receptacle 






Low Cost Reliability 


The DILB-P8 contact design is based on the patented Burndy GTH™ 
principle of plastic deformation to break down surface oxides. A 
unique contact geometry and surface metal (tin alloy) plating form 
gas-tight, high pressure interconnections as reliable as gold-plated 
systems — for as little as 1¢* a line! This new Burndy DIP socket 
uses tin alloy plated beryllium copper contacts for consistent per- 
formance over a continuous operating temperature from —40°C to 
+105°C. The Burndy DILB-P8 will accommodate IC packages of any 
finish — even unplated if resistance requirements permit. 


Easy Installation 


The unique contact design prevents wicking of solder into the con- 
tact area during the PC board flow-soldering process. The ventilated 
moldings with stand-offs allow easy removal of flux residue in the 
assembly operation. An added convenience feature on the contact 
terminations is an upset that serves as a receptacle hold-down 
device during handling and assembly. Contact cavities are cham- 
fered for easy insertion of the IC package and a polarizing indicator 
is provided for proper package alignment. In addition, a new body 
design permits easy logic monitoring and testing devices. 


Recommended dia. .035 


PC Board 


Low Profile Design 


The compact body design of the new Burndy DILB-P8 DIP socket 
provides utilization of available PC board area and a profile height 
of .175 maximum. The DILB-P8 series is available in a range of sizes 
from 8 to 40 positions. 


* In volume 


ванна] 
Material 


.027 E 3 
Body: Thermoplastic polyester, glass re-inforced. Color black. | oe 
Contacts: Beryllium copper ae 
Plating: DILB-P8 — Tin alloy postplated : 0 
Flammability Rating: UL 94 0 1 
e м .100 spacing Ре ж .024 -- - 


Performance Characteristics 

Contact Resistance (maximum): 30 Milliohms 

Test Current: 1 Ampere 

Operating Temperature: Continuous —40°C to +105°C 


Insulation Resistance (500 V.D.C.): 100,000 Megohms minimum ORDERING INFORMATION 


Dielectric Withstanding Voltage: 1000 Volts A.C. RMS minimum 

ж / қ Catalog No. of 
Durability: 25 Cycles — No electrical degradation Number Contacts 
Thermal Shock: MIL-STD 202, Method 107, Condition B. No physical or DILB8P-108 


electrical degradation DILB14P-108 70 
DILB16P-108 
DILBI8P-108 | — 18 |  .900 | 


Moisture Resistance: MIL-STD 202, Method 106; except omit steps 7a and 
7b. 300 Megohms minimum 





Vibration: MIL STD 1344, Method 2005, Condition 111. No electrical inter- 

ruption greater than 1 microsecond Eod ₪ 20 
Mechanical Shock: MIL-STD 202, Method 213, Condition I. No electrical DILB2 - 

interruption greater than 1 microsecond 4P-108 
These performance characteristics conform to the requirements of Ш11528Р-108 
MIL-S-83734A. DILB40P-108 
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IC Sockets Туре 0182 








Typical IC Package 


Gas-tight Contact 


к М 100 Spacing 


ORDERING INFORMATION 


= BURNDY 





DUAL IN-LINE SOCKET 


The new Burndy dual in-line receptacle gives you all the 
advantages of a pluggable leaded system — easy field service, 
simplified testing — plus a lot of additional features not 
normally found in pluggable systems with leads. This new 
Burndy receptacle offers high reliability combined with low 
cost, easy installation and a low profile design. 


Low Cost Reliability 


The Burndy dual in-line receptacle uses base metal (tin alloy) 
plated contacts instead of gold plate. And the socket accepts 
packages with non-precious metal lead frames from a substan- 
tial cost savings over gold plated systems. And yet the Burndy 
dual in-line system performs as well as gold plated systems. A 
unique contact geometry makes highly reliable gas-tight con- 
nections that are comparable to gold. Maximum overall contact 
resistance is 30 milliohms at initial contact and only 50 
milliohms after environmental testing. This new connectors 
has a flammability rating that conforms to UL 94V-0. 


Easy Installation 


The duai in-line receptacle design prevents wicking during 
soldering so circuit integrity is protected. The receptacle also 
features a ventilated molding to allow easy cleaning of the 
completed PC board assembly. And the IC package is easy to 
insert into the dual in-line receptacle as well. The contacts are 
pre-loaded to strike a precise balance that allows easy inser- 
tion while maintaining reliable electrical contact between 
the leeds and the receptacle contacts. 


Low Profile Design 


The Burndy dual in-line receptacle measures only .231" above 
the PC board. With a .125" package, its above board height is 
only .280" so more design and production options are open. 
The Burndy dual in-line IC receptacle is available from 8 to 40 
contact positions as shown below. Other sizes available on 
request. 


Material 


Body: Thermoplastic polyester, glass re-inforced. Color black 
Flammability Rating: UL 94V-0 

Contacts: Copper Alloy 

Plating: Tin Alloy 


Performance Characteristics 


Contact Resistance (maximum): From the shoulder of the DIL package 
lead to the P.C. board end of the receptacle lead. 30 Milliohms initial 
and 50 Milliohms after environmental testing. 

Test Current: 1 Ampere standar circuit — 10 Milliamps. - Low level circuit 

Operating Temperature: Continuous —409C to +75°С; Short time 
— 4090 0 125?C. 

Insulation Resistance: 100,000 Megohms minimum between (unmated 
and unmounted) adjacent contacts 
and 50 Milliohms after environmental testing 

Dielectric Withstanding Voltage: 1000 Volts A.C. R.M.S. 

Durability: 25 Cycles — No electrical degradation 

Thermal Shock: MIL-STD-202, Method 107, Condition F; except maximum 
temperature 125°C — № physical or electrical degradation 

Moisture Resistance: MIL-STD-202 Method 106; except omit steps 7a and 
7b. 5000 Megohms minimum insulation resistance after humidity, 
unmounted, unmated — 100 Megohms minimum insulation resistance 
after humidity, mounted to a P.C. board, unmated 

Vibration: MIL-STD-1344, Method 2005, Condition 111; except 3 cycles in 
vertical axis onl. No electrical interruption greater than 1 microsecond 

Shock: MIL-STD-202, Method 213, Condition A; no electrical interruption 
greater than 1 microsecond 
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S BURNDY 


Vinyl Insulated VINYLUG 


TERMINALS 





terminals can be easily stacked on a common stud. 
Available for high-volume production on tape 
mounted reels for automatic crimping. Consult 
factory. 


Fork Tongue, Fig. C, Series BA-EF 


Dimensions in Inches 


Wire Range: 22-16 Max. Insul. Dia.: .145" Sleeve Color: Red 


вме | ar] 21 s[ s | 
“мен | 25 | z | 6 | 4 | 
Deme | s | 25 | e| s6 
Camerun] 36 [зї | 25 | за 


Мах. Insul. Dia. .180” 


6 @ 


Underwriters Labora- 
tories, Inc. lists and 
recognizes electrical 
connectors for conductor 
sizes 22 to 2000 MCM. 







Wire Range: 16-14 Sleeve Color: Blue 


BA14EF2 
BA14EF6 
BA14EF8 





BA14EF10 
BA14EF10T1 


Wire Range: 12-10 Max. Insul. Dia.: .260” 


Lewernn| 3e | 3 


Sleeve Color: Yellow 





Fork Tongue (Flanged), Fig. D, 
Series BA-EZ 


Y 
Catalog not | ^ | ми. | אא‎ нас. 


Wire Range: 22-16 Мах. Insul. Dia.: .145” 


__ља | רע | מא‎ 
ав | mes | 28 
1 
1 


Sleeve Color: Red 













AC | 
| виа 
[зв | 


ВА16Е21071 | 96 | 


Sleeve Color: Blue 


ШЕСЕ 
ШЕСЕ 
| 6 | 
Ж | 
| 6 | 
| 6 | 





5 
BA14EZ6 
BA14EZ8 
BA14EZ10 
BA14EZ10T1 5 











Low cost vinyl-insulated terminals. One piece 
barrel and tongue stamped from pure electrolytic 
copper, tin-plated to resist corrosion. Color-coded 
insulation sleeve fitted over barrel. Two or more 


Ring Tongue, Fig. A, Series BA-E 


Dimensions in Inches 
Y 
Catalog No.* = בשו ו‎ Мах. 


Wire Range: 22-16 Max. Insul. Dia.: .145" Sleeve Color: Red 


















| 12 | 8062 | 22 | 17] .6 
| 34 | 806% | 22 | a7 : 

| 5.6 | 881666 | 25 | 18 

L8 | sas | 7 

[10 | 801660 | 31 | 26 

| 12,74 | 801684 | 440 | 36 

| Ж | 88168586 | 53) 45 

[_% __|ватвеза | 53 | 45 


Wire Range: 16-14 





L.12 | sm [| 2| 47 
[34 | 8044 | 22 | 47. 
| 5,6 | ВАЗЕ | 25 | 18 
В ве Е 
31 | 26 
| 12,34 | Bataa | 440 | 36 
| Ж | 8814886 | .53 | 45 
|% | 8814858 | 53) 45 






| 34 | ви | 31 | .20 | 

| 56 | Baes | 31 | 0 

| 8 | meos | 36 | 2| . 

| 10 | 8800800 | .36 | 26 | 81 

| 12% | 8810084 | .53 | 40) 55| 122 | 
| 5, | 8810886 | .53 | 40| .95| 122 | 
Lm% | 8010838 | .53 | 45) 100 | 127 | 


Ring Tongue (Rectangular), Fig. B, 
Series BA-ES 


Dimensions in Inches 


Wire Range: 22-16 


| .66 | 
| 8016886 | 8] .23| 66 
mu | 9 


| 68 | 881688 | 








ВА16Е510 
BA1GES10T1 


BA14ES6 


BA14ES8 
8-10 BA14ES10 
BA14ES10T1 


Wire Range: 12-10 Max. Insul. Dia.: .260” 
ВА10Е56 
ВА10Е58 


ВА10Е510 
BATOES10T1 





Sleeve Color: Yellow 





Fork Tongue, FORKLOK, Fig. E, Series BA-EL 


Wire Range: 12-10 Мах. Insul. Dia.: .260" 7 
Sleeve Color: Yellow 










| | = 
ЕСЕСІЗ ₪ < рітепѕіо E 

—10 | миче. зво | 102 |ватаЕло |369 io (вне еј еј] | Г" 
ד‎ lon [wars [322 [в |амоне |522| 107] 1 | 26 
s | satses [290 [saris [290] в е (вове [290] 1.05] ei] 26 + 


Wire Range: 18-14 Мах, Insul. Dia.: .180" 





Wire Range: 22-16 Max. Insul. Dia.: .145" 


Sleeve Color: Red Sleeve Color: Blue 





* Consult factory for ordering information for parts supplied for automatic crimping operations 
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= BURNDY ШК Nylon Insulated INSULUG 


(4) These nylon-insulated terminals are made of опе smooth transition for easy wire insertion. Tin ) 





piece pure electrolytic copper for maximum con- plated to resist corrosion. 


ductivity and ductility. Color-coded insulating T9. , 
sleeves аге locked into position. Inspection hole Where indicated in tables, some models meet 


Underwriters Labora permits visual check of wire insertion. Brazed MIL-T-7928. All series can be supplied packaged 
tories, Inc. lists and seam and inner serrations permit wide latitude іп for high volume automatic crimping. Consult 
дасы AN dud imping. Cylindrical insulati i ides factory for details 
connectors for conductor crimping. Cylindrical insulation grip provides y for details. 


sizes 22 to 2000 MCM. 


Ring Tongue, Fig. F, Series YAE Ring Tongue, Fig. G, Series YAES 


Dimensions in Inches 
Stud| Catalog L | MS25036 Catalog | > 1 | акам MS25036 
Size | Number* | Style Max.| Dash 1 Number* Dash No.§ 
Wire Range: 28-20 Max. Insul. Dia.: .098" Sleeve Color: Amber Wire Range: 22-18 Мах. Insul. Dia.: 1207 Sleeve Color: Red 
































| טג‎ | weswwr2| 37 | 26 


YAES10N13 : 
% | YAES10N14 


+ Class 1 and Class 2 
Ring Tongue, Heavy Duty, Fig. Н, 
Series YAEV 


Dimensions in Inches 
Catalog Y MS25036 
Number* Max. Dash No.§ 
$1 


Wire Range: 12-10 Мах. Insul. Dia.: .209" eeve Color: Yellow 


| YAESIONTI| 37 | 26 | 
| Yaestonsé| 37| 26 








Г 88010496 | 30| 18 










| 68 | ҮЛЕУ8С-114| 
[8-10 | YAEVEC-L | 





Class 2 


| — 1 
1 * Consult factory for ordering information for parts supplied for 


automatic crimping operations 
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TERMINALS Nylon Insulated INSULUG S BURNDY 





Ring Tongue, Heavy Duty, Fig. H, Fork Tongue, Fig. |, Series YAE-F 


Series YAEV (Cont’d) 22-2. іп RN 
Catalog 
Number* 


Y L | MS25036 


Wire Range: 26-20 YAE22N66F 


Wire Size: 4 Мах. Insul. Dia.:.374" Sleeve Color: Yellow а 5 YAE22N67F | 31 
8-10 | YAEV4C-L2 YAE22N68F |  .36 | 


YAE18N55F 
2 שת‎ 


Wire Range: 22-16 
Max. Insul. Dia.: .125" 


YAEVAC-L5 Sleeve Color: Red 





Wire Size: 2 Max. Insul. Dia.: .459” 


YAEV2C-L3 
NETT 


YAE14N76F 
YAE14N71F 
YAE14N77F 


YAE14N78F 


Wire Range: 16-14 
Max. Insul. Dia.: .156/ 
Sleeve Color: Blue 





Wire Size: 1 Max. Insul. Dia.: .516" Sleeve Color: White 


ШІСІ 
аила | | 33 [in | 2. 
ECL „л ы. 
[weis | зв | 47 | 186. 


Wire Size: 1/0 Max. Insul. Dia.: .564” 
| YAEV2S-L1 | 84] 44 
[УАЕУ2542 | 84 | 44 
[YAEV2S | 84 | | 


| | воља | за | 27 | 202: 


5 Е ер f Wire Range: 26-20 
Wire Size: 2/0 Max. Insul. Dia.: .628” Sleeve Color: Yellow Max. Insul. Dia.: .098” 
14 YAEV26-L1 


Sleeve Color: Amber 
YAEV26-L2 


Wire Rangle: 22-18 
Max. Insul. Dia.: .120” 
Sleeve Color: Red 






~ 
м 
- 











Wire Range: 16-14 
Мах. Insul. Dia.: .153" 
Sleeve Color: Blue 


YAES14N53F қ 

ЕТІП | 37 | 27 | ₪ | м 
YAES14N54F | 47 | . 
мышт БЕРГІН БЕРГІН 

[YAESTONSGF | 

185108125 | 

APR 





Wire Range: 12-10 
Max. Insul. Dia.: .210" 
Sleeve Color: Yellow 





со 
- 
e 


YAE18Z1 
YAE1822 

| YAEIBZS — 

| 1881874 | 

| 18 | !47ושא+ | 

| YAE14Z2 | 

| УАЕ!423 | 


Wire Range: 14-12 2 


Max. Insul. Dia.: .180” YAE12Z3 
Sleeve Color: Green B T YAE1224 


ЕСШЕГГІШ 
ЕСТЕ 
ae 


§ Class 1 


Wire Range: 22-16 
Max. Insul. Dia.: .125" 
Sleeve Color: Red 





Wire Range: 18-14 
Max. Insul. Dia.: .156" 
Sleeve Color: Blue 


= 





S BURNDY 


| | NEMA Tab, Fig. L, Series PQ 



















1- 
с Fig. L Catalog Number* Material and | Thick- 
וו‎ ns _ Finish ness 
! | 020.א187.‎ | --  [Р@188187В 
Ee. ae Wire Range: 22-18 МЕМА ТАВ | — | 


Max. Insul. Dia.: .135" 
Sleeve Color: Red 






Mates quickly, easily, and securely with stand- 
ard NEMA tabs. Constructed from brass for 
strong retention, and excellent electrical con- 
tact. Vinyl sleeve has inner copper sleeve to 
resist vibration and flexing. EASY / ENTRY. 
assures “по hang-up" insertion of wire. Mylar 
tape mounted available for automatic termi- 
nation equipment. Consult factory for details. 


Two-piece terminals are electrically equi- 
valent to the three-piece version. 


Recognized under the Component Program 
of Underwriters Laboratories Inc. 


| Dimensions | 
| 25 | .76 |.23 | 
| 201882558 | 78 צרמ קוש‎ 
.250X.032 | 201882558 | 8 
ЕЕЕ аа шг 018 | .30 | .85 |30. 
187020 | — |Ратакталв | Brass | 16 | 25 | 76 | 23 | 
а | ——— | 25 | 76 | 3 
| 30 | .85 | 0 
30) „85. 1:30 | 
Max. Insul. Dia.: .250" [| + Те 
__3 | 1 | 30 | 


| 201481888 | Tin plated brass | .6 
| Brass 018 
NEMA TAB | PQ14R256B | PQ14R258B | Тіп plated brass | 018 
.250X.032 | — __| ратов257в | Brass | 018 | 
Sleeve Color: Yellow NEMA TAB | — |Ра1он258В| Tin plated brass | .018 
* Consult factory for ordering information for parts supplied for automatic insertion 


| 16 | 
| 201881888 | Тіп plated brass | .016_ 

[ 018 | 
| PQ14R187B | 





Wire Range: 16-14 
Max. Insul. Dia.: .160" 
Sleeve Color: Blue 












Wire Range: 12-10 
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TERMINALS 


Uninsulated HYLUG 


S BURNDY 





Underwriters Labora- 
tories, Inc. lists and 
recognizes electrical 
connectors for conductor 
sizes 22 to 2000 MCM. 


| у 





Fig. В 





Ар. $ 


check of wire insertion. Where indicated in tables, 
some catalog numbers meet the requirements of 
MIL-T-7928. Ring Tongue terminals have two 
styles: with or without insulation grips. All series 
are tin plated to resist corrosion. Where indicated 
by an asterisk (*) in tables, some series can be 
supplied packaged for high volume automatic 
crimping. Consult factory for details. 


Ring Tongue, Insulation Grip, Fig. N, 
Series YAD-H 


Dimensions in Inches 


Catalog MS20659 
Number* Dash №.1 


Wire Range: 22-16 Max. Insul. Dia.: .120” 


YAD18H15 


Max. Insul. Dia.: .150” 





Wire Range: 20-14 









1 Class 2 


* Consult factory for ordering information for parts supplied for 
automatic crimping operations 


YAV 


Dimensions in Inches 


Catalog MS20659 
Number* Dash No. 


Wire Range: 12-10 


YAV10-T11 





YAV10-T3 i 
YAV10-T2 


38 ҮАУ10-Т4 


уц | YAV9C-T9 
ҮАУ9С-Т4 
i nge 





Two fabrication methods are used: brazed seam 
and seamless. Brazed seam models (identified by 
the series prefix YAD) are made of pure electro- 
lytic copper for maximum conductivity and duc- 
tility. Seamless models (identified by the series 
prefix YAV) are formed from pure copper tubing 
for severe applications. An inspection hole in 
the barrel of these latter models permits a visual 


Ring Tongue, Fig. M, Series YAD 





Dimensions in Inches 


Catalog 
Number* 


Wire Range: 22-18 
















YAD14-4 
YAD14-6 


YAD10-6 
YAD10-8 


YAD10-10 


YAD10-14 





Ring Tongue, Heavy Duty, Fig. 0, Series 


Dimensions in Inches 
Catalog Y L 
Number* Max. Max. 


Wire Range: 22-18 





о | о 


чо 
o со | 





- 


רצ ב 


~, 


~ 
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S BURNDY 


TERMINALS Uninsulated HYLUG 





Ring Tongue, Heavy Duty, 
Insulation Grip, Fig. Q, 
Series YAV-H 


шш | 
Number 


Wire Range: 22-18 


YAV18HL33 oll 


|] и | 
| 68 | 
| 0 


YAV18H5 
YAV18H1 


|YAVIBH | 31 


Wire Range: 20-14 


YAV14HL33 
א‎ = 
| 68 | YAVIGHT | 1 
| 8-10 | YAVI4H | 1 
| м |YAVI4H2 | 42 


Wire Range: 12-10 


| 6-8 | YAVIOH25 
| 8-10 | YAVIOH | 
| м |YAViOH3 - 
YAV10H2 


38 | YAV10H4 


Catalog 
Number* 


| YADIO-GF | 28 
| YAD10-8F | 31 
|41 
| Бо | 











YAD10-10F 


/4 YAD10-14F 








Wire Range: 12-10 

Erur 
Number* 

зло | wwiernr| 383] 26 | 5 | 1 | 

а [ravona |ar| м [75 [то 


$20659 


Dimensions in Inches 
Catalog С ra 
Number Dash Мо.1 

















Ring Tongue, Heavy Duty, Fig. P, Series YAV 


| Dimensions in Inches | 
Catalog Ж. М520659 
Митһег Dash No.1 


Wire Size: 6 


Wire Size: 1/0 


YAV25-L1 
YAV25-L2 


38 YAV25-L 








YAV26-L1 
YAV26-L2 


_ | YAV28112| 1.14 | 47. 
| % | YAV28-5L13| 1.14 | .63- 
% | YAV28-L14| 1.25 | .69 | 
_ 7 | YAV28-L54| 1.25 | 











T Class 1 


Fork Tongue, Fig. R, Series YAD-F 


Wire Range: 22-18 

















m Dimensions In laches 
zx "РАТЕ | eel וי‎ и 
Number* Max. Number* Max. 

[YADi&-óF | .28 | .25 | 55 | 68) | 46 | 1001465 | .28 | .25 | 55 | .8_ 
| уаота-вЕ | .31 | 27] 57 | 74 | | 68 | уарзаве | 31) 27 | 57| 274. 
| Yapie-10F | .38 | 29] .58 | 74 | | 8-10 | YAD14-10F | | _ 
| 1801814: | .47 | .39 | 69) .92 | 7 92 | 





Fork Tongue, Heavy Duty, Fig. $, Series YAV-F 


Wire Range: 22-18 Wire Range: 20-14 

















| өш | ee oe | Dimensions in Inches 
ET שש מו‎ а 
Number* Max. Number* 
[= | YAVIAT32F | 31 | .25 | .57 | 40. 
[8-10 | vavisT2tF | .37 | .25 | 55) 450 [ 181440 | .37 | .26 | 60) .82 | 





* Consult factory for ordering information for parts supplied for automatic crimping operations 


Insulated Butt Splices 











NAS1388 | MS25181t 
Dash No. Dash No. 


MIL-T-7928 
“Window 
Splice” 


t Recognized under the Component Program of Underwriters Laboratories, Inc. 


Dimensions in Inches 


Length | Max. Ins. 
Overall Dia. 








m Wire Catalog Sleeve 
Range Number Color 


Yellow 





Four styles. Made from pure copper and 
tin-plated to resist corrosion. Vinyl or 
nylon insulated. Color coded sleeve on 
nylon types is transparent. Meet MIL-T- 
7928 where noted. U.L. listed except 
where noted. VINYLINK is CSA listed. 


YSES14-2 
3 


YSE18H 
YSE14H 


і Class 1 
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Coaxial Cable Ground Strap 


= BURNDY 
















| „— Inner HYRING 
וש‎ > 


Uninsulated HYRING 


For effective grounding of the more com- 
monly used RG/U type coaxial cable. 
The small, inner HYRING is slipped 
under the braided shield and ground 
lead, and the larger, outer HYRING is 
slipped over the entire assembly and 





































































































































































HYLUG Inner HYRIN 
crimped. Recommendations are based i x 
on the use of #20 AWG stranded ground = -a _ ^ i uw е) 
taps—for grounds larger than #20, V MN == i 
refer to Burndy. УУУУ 17777 
Braid —/ \— Outer HYRING 
Selection chart for HYRING 
ayaa Installation Tools & Die Set No. 
Coaxial Catalog Ratchet HYTOOL HYTOOL HYPRESS 
Cable Number Number МАВРУ Type Includes Die | ММО | Y10R&Y10Q-1 YIONCPS-2 Y8ND 
RG5B/U YIC194 Y0C200 MR8PV-3 
RG6A/ Ц YIC194 Ү00200 MR8PV-3 
RG8/U у10297 Ү00250 MR8PV-6 
RG11/U YIC297 Y0C250 MR8PV-6 
RG11A/U YIC297 Y0C250 MR8PV-6 
RG12A/U YIC297 Ү00250 MR8PV-6 
RG22/U YIC297 Ү00250 MR8PV-6 
RG26A/ U YIC297 Y0C250 MR8PV-6 
RG54A/U YIC194 Y0C180 MR8PV-2 R18VT-3 
RG55/U YIC124 Y0C150 MR8PV-1S, MRPV-11S М14У5Т R14VST-5 
RG55B/U YIC124 Y0C150 MR8PV-1S R14VST-5 
RG58/U YIC124 Y0C128 MR8PV-S, МЕВРУ-15 R14VST-5 
RG58A/U 4 Y0C128 MR8PV-S, MR8PV-1S R14VST-5 
RG58C/U 4 Ү00130 MR8PV-S, MR8PV-1S, MR8PV-10S R14VST-5 
RG59/U YIC156 Y0C160 MR8PV-2 R18VT-3 
RG59B/U YIC156 Y0C160 MR8PV-2 R18VT-3 
RG62/U YIC156 Ү00160 MR8PV-2 R18VT-3 
RG62A/U YIC156 +0 MR8PV-2 R18VT-3 
RG63/U YIC297 Y0C250 MR8PV-6 R25VT 
RG63B/U у10297 Y0C250 MR8PV-6 R25VT 
RG65A/U +7 Ү00250 MR8PV-6 R25VT 
RG71/U YIC156 Ү00180 MR8PV-2 R18VT-3 
RG71B/U YIC156 Y0C180 MR8PV-2 R18VT-3 
RG79B/U YIC297 Y0C250 MR8PV-6 R25VT 
RG89/U 7 Ү00250 MR8PV-6 R25VT 
RG115/U YIC261 Ү00250 MR8PV-6 R25VT — 
RG122/U YIC109 Y0C130 MR8PV-S, MR8PV-1S, MR8PV-10S R14VST-5 N12VST 
RG126/U +4 +0 MR8PV-2 R18VT-3 — 
RG140/U YIC156 YOC160 MR8PV-2 R18VT-3 N16VT 
RG141A/U YIC134 Y0C130 MR8PV-S, MR8PV-1S, MR8PV-10S R14VST-5 N12VST 
RG142A/U YIC124 Y0C150 MR8PV-2 N14VST R14VST-5 М14У5Т 
RG143A/U YIC194 Ү00200 MR8PV-3 R20VT — 
RG144/U +7 Y0C250 MR8PV-6 — R25VT — 
RG187/U +1 +0 MR8PV-S, MR8PV-1S М10У5Т R14VST-5 М10У5Т 
RG188/U +1 +0 MR8PV-S, MR8PV-1S М10У5Т R14VST-5 М10У5Т 
RG195/U YIC109 Y0C120 MR8PV-S, MR8PV-1S N12VST R14VST-5 N12VST 
RG196/U YIC046 Ү0080 MR8PV-S N8VST R8VST N8VST 
RG212/U YIC194 Y0C200 MR8PV-3 — R20VT -- 
0 +7 Ү00250 MR8PV-6 — R25VT — 
RG223/U 4 Ү00150 MR8PV-1S N14VST R14VST-5 М14У5Т 
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Insulated UNIRING 


One piece, nylon insulated ferrule for tapping, 
grounding or termination shielded cable. 


UNIRING Barrel 





46° 
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Installation Tools & Die Set №. 


D Ratchet HYTOOL HYTOOL 
Dia. 
Max. 





HYPRESS 


Coaxial Cable Ground Strap 


Selection Chart for UNIRING (see pg 32 for description) 


Dimensions in Inches 





МАВЕС Туре Y10R 8 
Includes Die Ү100-1 YIONCPS-2 Y8ND 


R12ECT МТОЕСТ 

RI2ECT 
RIZECTT 
КІЗЕСТІ 
RIGECT 
R1GECT 
R20ECT 
R20ECT 


—| — 


R20EC 





Toggle Action 

HYTOOL Y10Q-1 

Portable or bench-mounted HYTOOL with inter- 
changeable dies for the exact type of shielded 
wire or coaxial used. High mechanical-advantage 
toggle action for easy operation. Dies are ordered 
v ied and interchangeable with Y10R and 

NCP. 


Weight: 9 Ibs. Length: 1334 in. 


Ү10МСР5-2 


Pneumatic 
HYPRESS Y10NCPS-2 


Bench-mounted, foot-operated tools with inter- 
changeable dies accommodating the full range 
of UNIRING and HYRING. Foot pedal frees hands 
for hi-speed rapid production work. Dies are 
ordered separately, are interchangeable for 
HYTOOL Y10Q-1 and Y10R. 


Weight: 20 155. Height: 1122 in. 


RI2ECT 
RI3ECT 


RI3ECT 
RIZECT 
RI2ECT 
M8REC-1* 

T wf 

| 4] 


RIGECT 
RIGECT 
|. 392 | МАВЕСД | МЕСТ | К20Еб 





Installation Tools for HYRING and UNIRING 


Ratchet 

HYTOOL M8ND ) 

Compact, rugged, lightweight and fast-acting 
tools, with closed head to permit operation in 
tight areas. Ratchet action controls depth of 
indent. Dies are removable, can be used in Y8ND 
tool, and are ordered separately. 


Weight: 134 Ibs. Length: 1034 in. 


Pneumatic 
HYPRESS Y8ND 


Compact, rugged, lightweight and fast-acting 
tools, with closed head to permit operation in 
tight areas. Built-in full cycle valve prevents 
ram from returning before completion of full 
forward motion. Dies are removable, can be used 
in M8ND tool, and are ordered separately. 


Weight: 234 165. Overall Length: 972 in. 





| 058 | 150 - 





t Also В1ЗЕСТ-1 


Ratchet 
HYTOOL MR8-PV, -EC, -NC Series 


Lightweight, ratchet-controlled HYTOOL with 
interlocking crimping grooves for UNIRING in- 
stallation, and for outer HYRING installation in 
combination with proper inner HYRING. Ratchet 
action controls depth of indent. Handles released 
only when crimp is completed. HYTOOL available 
for UNIRING, and a wide variety of insulated and 
עשר יי‎ outer HYRING. Tool includes proper 
ies. 


Weight: 1/2 155. Length: 107, in. 


Toggle Action 

HYTOOL Y10R 

Bench-mounted, foot operated tools with inter- 
changeable dies accommodating the full range 
of UNIRING and HYRING. Foot pedal frees hands 
for hi-speed rapid production work. Dies are 


ordered separately, are interchangeable for 
an -2. 


HYTOOL Y10Q- 
Weight: 10 Ibs. 


d Y1ONCPS-2 
Length: 1122 in. 
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Catalog No. 


| 

Yellow j 

| 710 | Blue | | 

|| 180120 | Green | 11] 15 

| 180150 | Green | 134] 25. 

_ 180160 | Red | 156 | 267 | 
| Blue | 179 | 36. 


* |50 6 


YEC180 


= BURNDY Cable Ties/Cable Clamps 





Nylon Cable Ties — UNIRAP 3 Fig. 1 - ו‎ Standard Cable Tie 1 ^3 
ו‎ ot 21 ғас с, 


Types ТЕ, ТЕ-Н and TL-L па: = a Трава сы ב‎ 
UNIRAP cable ties are fabricated of one piece nylon (MIL-M- + = Fig. 2 — Self-locking In-line Hole Mounting Clamp nd 
20693) with no metal parts. They offer high tensile strength = ; (О) 





апа are chemically resistive to solvents, alkalies, oils, grease 
and diluted acids. Self locking, they secure without twisting 


^ - — —— —— L >. 
| | | Fig. 3 — Self-locking Identification Tie ы 
or leaving sharp projections. | D | 
+ 
i Ак. 


These straps meet ог exceed the requirements апа are QPL to 
MIL-S-23190. They are designed for both field and production 
line use and may be installed easily by hand or with Burndy 
tooling, for pre-selected strap tightness. 


Min. 
Bundle i 
Dia. (ins.) eee 1 
. Мах. еїр Cat. №. | Settin 
% | ТЕЗ MS3367-4 
% | ТЕЗН - 


1% | ТМ М53367- 
М53367- 





ТҮ50-1 
ТҮ120-1 


Note: Part numbers аге for natural color. For UNIRAP ties colored іп accordance with MIL-STD-104, contact your Burndy representative. 








Cable Tie Tool for UNIRAP ) 
The UNIRAP tool, lightweight and balanced for operator comfort, provides uniform, gy Чы 
reliable performance under exacting production line or field service conditions. 


Two sizes are available either of which will meet the majority of the user’s needs. 
The TY50-1 handles all ties except TF-7, while the TY120-1 accepts all except TF-3. 
The UNIRAP tools exceed the requirements of MIL-T-81306. 








| [o Meets applicable requirements 
of the following military specs: 
Cu MIL-E-16400 (Ships) 
MIL-1-983 (Ships) 


$3 MIL-C-21565 (AER) 


Cable Clamps NYLOCLIP, Type HP-N 


- 
чо 1111111111 


БЕРІТЗШІТІІІІ | 


- 


3 
72 


1 
1 





* Available with .20 dia. К hole, add -61 suffix. 
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NOTES 


FOR INFORMATION AND SERVICE... 


CONTACT YOUR LOCAL AUTHORIZED BURNDY ELECTRONIC DISTRIBUTOR 





OHIO 


Cleveland 

Cramer Electronics 
5835 Harper Rd. 
Cleveland 44139 
(216) 248-8400 


Dayton 

Arrow Electronics 
3100 Plainfield Rd. 
Dayton 45432 
(513) 253-9176 


OKLAHOMA 


Tulsa 

Texas Instrument Supply 
12151 East Skelly Dr. 
Tulsa 74115 

(918) 437-4555 


PENNSYLVANIA 


Montgomeryville 
Pyttronic Industries 
Bldg. 2 — Stump Road 
Montgomeryville 18936 
(215) 643-2850 


TEXAS 


Dallas 

Cramer Electronics 
13740 Midway Rd. 
Dallas 75240 

(214) 350-1355 


Texas Instrument Supply 
6000 Denton Dr. 

Dallas 75235 

(214) 238-6821 


Houston 

Texas Instrument Supply 
3939 Ann Arbor Dr. 
Houston 77042 

(713) 785-4800 


WASHINGTON 


Seattle 

Kierulff Electronics 
5940 Sixth Ave., So. 
Seattle 98108 

(206) 763-1550 


PENNSYLVANIA 


Fort Washington 

GCM Associates 

275 Commerce Dr. 
Ft. Washington 19034 
(215) 646-7535 


Pittsburgh 

Arthur H. Baier, Co., Assoc. 
653 Alpha Dr. 

Cleveland, OH 44143 

(216) 461-6161 


TEXAS 


Houston 

The Cunningham Co. 

9440 Old Katy Rd., Suite 100 
Houston 77055 

(713) 461-4197 


Richardson 

Burndy Corporation 
777 S. Central Expy. 
Suite 1-D 
Richardson 75080 
(214) 231-1456 


UTAH 


Salt Lake City 

Waugaman Associates, Inc. 
5787 50. 1585 E 

Salt Lake City 84121 

(801) 277-8911 


WASHINGTON 


Mercer Island 
Burndy Corporation 
Р.О. Box 619 

Mercer Island 98040 
(206) 624-5442 


NEW JERSEY 


Moorestown 

Arrow Electronics 
Pleasant Valley Ave. 
Moorestown 08057 
(609) 235-1900 


Rutherford 

Kierulff Electronics 
5 Industrial Drive 
Rutherford 07070 
(201) 935-2120 


Saddlebrook 

Arrow Electronics 
285 Midland Ave. 
Saddlebrook 07762 
(201) 797-5800 


NEW YORK 


Binghamton 
Harvey Electronics 
Vestal Parkway 
Binghamton 13850 
(607) 748-8211 


Farmingdale 

Arrow Electronics 

900 Broad Hollow Rd. 
Farmingdale, L.I. 11735 
(212) 995-2100 


Iris Electronics 
20 DuBon Court 
Farmingdale, [.!. 11735 
(516) 420-8400 


Plainview 

Progress Electronics 

rs Support Products 
nly) 


y 
205 Express St. 
Plainview, L.I. 11803 
(516) 433-1700 


Rochester 

Cramer Electronics 
3259 So. Winton Rd. 
Rochester 14623 
(716) 275-0300 


Syracuse 

Cramer Electronics 
6716 Joy Rd. 

East Syracuse 13057 
(315) 437-6671 


NORTH CAROLINA 


Winston Salem 
Cramer Electronics 
938 Burke St. 
Winston Salem 27102 
(919) 725-8711 


Kansas City 

Burndy Corporation 
9009 Kentucky Ave. 
Kansas City 64138 
(816) 353-3131 


NEW YORK 
New Rochelle 
Burndy Corporation 
One Sheraton Plaza 
New Rochelle 10801 
(914) 576-0800 
Rochester 
Burndy Corporation 
3100 Monroe Ave 
Rochester 14618 
(716) 381-3792 


NORTH CAROLINA 
Charlotte 
Burndy Corporation 
6201 Glenridge Rd. 
Charlotte 28211 
(704) 523-5934 


OHIO 
Cleveland 


Arthur Н, Baier, Co., Assoc. 


653 Alpha Dr. 
Cleveland 44143 
(216) 461-6161 


Dayton 


Arthur H. Baier, Co., Assoc. 


4940 Profit Way 
Dayton 45414 
(513) 276-4128 


ЕК Grove Village 
Kierulff Electronics 
85 Garden St. 


Elk Grove Village 60007 


(312) 640-0200 


Mt. Prospect 
Cramer Electronics 
1911 So. Busse Rd. 
Mt. Prospect 60056 
(312) 593-8230 


KANSAS 
Wichita 
Wichita Aircraft, Inc. 
801 West Maple St. 
Wichita 67213 
(316) 263-5208 


MARYLAND 


Baltimore 

Arrow Electronics 
4801 Benson Ave. 
Baltimore 21227 
(301) 247-5200 


Hanover 

Cramer Electronics 
7255 Standard Drive 
Hanover 21076 
(301) 354-0100 


MASSACHUSETTS 


Lexington 

Harvey Electronics 
44 Hartwell Ave. 
Lexington 02173 
(617) 861-9200 


Newton 

Cramer Electronics 
85 Wells Ave. 
Newton 02159 
(617) 969-7700 


MINNESOTA 


Bloomington 
Arrow Electronics 


9700 Newton Ave., So. 


Bloomington 55431 
(612) 888-5522 


MISSOURI 


St. Charles 
Lectronix, Inc. 

214 North Second St. 
St. Charles 63301 
(800) 325-3348 


SALES OFFICES 


ILLINOIS 


Schiller Park 
Burndy Corporation 
9420 W. River St. 
Schiller Park 60176 
(312) 678-5211 


MASSACHUSETTS 


Dedham 

Burndy Corporation 
888 Washington St. 
Dedham 02026 
(617) 326-6386 


MICHIGAN 
Detroit 


Rathsburg Associates, Inc. 


16621 East Warren Ave. 
Detroit 48224 
(313) 882-1717 


Plymouth 

Burndy Corporation 
43232 Devon La. 
Plymouth 48170 
(313) 459-0360 


MINNESOTA 


Bloomington 
Burndy Corporation 
P.O. Box 20121 
Bloomington 55420 
(612) 854-2100 


MISSOURI 


Hazelwood 

Burndy Corporation 
714 Coachlight Lane 
Hazelwood 63042 
(314) 895-1777 


CONNECTICUT 


Hamden 

Arrow Electronics 
295 Treadwell Ave. 
Hamden 06514 
(203) 248-3801 


New Haven 

Cramer Electronics 
35 Dodge Ave. 
North Haven 06473 
(203) 239-5641 


DISTRICT OF COLUMBIA 


Cramer Electronics 
16021 Industrial Dr. 
Gaithersburg, MD 20760 
(301) 948-0110 


FLORIDA 


Clearwater/ 
Diplomat/Southland 
1771 No. Hercules Ave. 
Clearwater 33515 
(813) 443-4514 


Ft. Lauderdale 

Arrow Electronics 
1001 N.W. 62nd St. 
Ft. Lauderdale 33309 
(305) 776-7790 


Hollywood 

Cramer Electronics 
4035 No. 29th Ave. 
Hollywood 33020 
(305) 923-8181 


Orlando 

Cramer Electronics 
345 No. Graham Ave. 
Orlando 32814 


GEORGIA 
Atlanta 
Cramer Electronics 
3923 Oakcliff Ind. Ct. 
Atlanta 30340 
(404) 448-9050 


Lykes Electronics 


1135 Chattahoochee Ave., N.W. 


Atlanta 30318 
(404) 355-2223 


ILLINOIS 
Arlington Heights 


Texas Instrument Supply Co. 


2420 E. Oakton Rd. 
Arlington Heights 60005 
(312) 593-7660 


CONNECTICUT 
Norwalk 
Burndy Corporation 
Richards Ave. 
Norwalk 06856 
(203) 838-4444 


DISTRICT OF COLUMBIA 


Burndy Corporation 
Suite 222 

2233 Wisconsin Ave 
Washington, D.C. 20007 
(202) 338-1116 


FLORIDA 
Cocoa 


ElectroComp Associates, Inc. 


Р.О. Вох 1379 
Сосоа 32022 
(305) 452-9568 


Fort Lauderdale 


ElectroComp Associates, Inc. 


4101 No. Andrews Ave. 
Ft. Lauderdale 33309 
(305) 564-8571 


Winter Park 

Burndy Corporation 
90 Palmer Avenue 
Winter Park 32789 
(305) 628-5121 


GEORGIA 
Atlanta 
Interep Associates, Inc. 


7 Dunwoody Park, Suite 112 


Atlanta 30341 
(404) 394-7756 


ARIZONA 


Phoenix 

Kierulff Electronics 
P.O. Box 20007 
Phoenix 85036 
(602) 273-7331 


CALIFORNIA 


Irvine 

Cramer Electronics 
17201 Daimler St. 
Irvine 92705 

(714) 979-3000 


Los Angeles 

Kierulff Electronics 
2585 Commerce Way 
Los Angeles 90040 
(213) 685-5511 


Kierulff Airline Supply Co. 


(Airline Support Products 
Only) 

2585 Commerce Way 

Los Angeles 90040 

(213) 724-6600 


Palo Alto 

Kierulff Electronics 
3973 East Bayshore Rd. 
Palo Alto 94303 

(415) 968-3475 


San Carlos 

Sterling Electronics 
1061 Industrial Rd. 
San Carlos 94070 
(415) 592-2353 


San Diego 

Cramer Electronics 
8975 Complex Drive 
San Diego 92123 
(714) 565-1881 


Kierulff Electronics 
8797 Balboa Ave. 
San Diego 92123 
(714) 278-2112 


Van Nuys 

Coast Air Supply 
(Terminals Only) 
16601 Roscoe Place 
Van Nuys 91406 
(213) 893-7881 


COLORADO 


Denver 

Kierulff Electronics 
10890 East 47th Ave. 
Denver 80239 

(303) 271-6500 


ALABAMA 
Huntsville 
Interep Associates, Inc. 


3322 South Memorial Pkwy., 


Suite 67 
Huntsville 35801 
(205) 881-3677 


ARIZONA 


Phoenix ; 
Burndy Corporation 


Granada Plaza Office Bldg., SI 


Suite 107 

4040 E. McDowell Rd. 
Phoenix 85008 

(602) 244-9719 


CALIFORNIA 
El Segundo 
Burndy Corporation 
931 South Douglas St. 
Е! Segundo 90245 
(213) 772-5401 
Сап Diego 
Burndy Corporation 
16374 Woodson View Rd. 
Poway 92064 
(714) 278-7131 
Santa Clara 
Burndy Corporation 
2350-A Walsh Ave. 
Santa Clara 95050 
(408) 249-5353 


COLORADO 
Wheatridge 


Waugaman Associates, Inc. 


4800 Van Gordon 
Wheatridge 80033 
(303) 423-1020 


о 
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